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Land. 


express concurrence of the Most High, be e to build 
at Jerusalem a temple of worship for him: T 


tion of man. 


ere. 

A man that has been an officer in the navy, whose immediate 
ancestors have been separated from the Jews such a considerable 
length of time as to make them forget they ever belonged to the 
name, such a man declaring himself openly to the world a pro- 
phet of God, the revealed Prince allotted to order the sudden \ 


\ 


return of the Hebrews from all nations, and govern them in { 
the land of Israel, will, with some reason, I allow, excite N 
both astonishment and doubt; but from the multiplied re- s 
corded testimonies I produce, which no other on Earth can, } 
it ought not to prevail with any person as a just objectipn } 
against believing what I write. | 
For observe, some hostile profession was necessary for me to c 
be engaged in, to fulfil the recorded judgment on the family A 
I am designed to represent in the seat of government; there- M a2 
fore, with all the certain proofs I have and will constantly 
bring forward, with all the just reasons I advance, the surprize 60 
and doubt, entertained at the beginning, ought to vanish in o 
as little time as would be requisĩte to read again the book 
which contains the account. 3 . 
But remember likewise, from the records of Scripture, that 0 
Moses was taken away in his infancy, and eme separated 
from his brethren for eighty years; the first forty of 7 575 he 
was reared in the palace of the king of Egypt, and educated 
in the language and eustoins of the, country like one of its own 7 


native princes; yet he was revealed to the Israelites as the 
Proper of God, to order their hasty departure from Pharoah's 
5 ondage, and afterwards to conduct them to the Promised 


Saur, the son of Kish, after being anointed king, prophe- P. 
cied in company with other men, to the great astonishment 


of all that saw him. | 


Daviy, king of Isreal, the greatest favourite that ever God 1s 
had on earth, Whose wars, though many, originated at that 
time from necessity and justice, never undertook, but to pre- 
vent the introduction of idolatry, and preserve in the land bo 
of Israel a true uninterrupted worship of God, was a rophet ; 
and for Whose sake, in remembrance of his name, bend | 
armies were destroyed, and Jerusalem safely delivered. Yet 
this great monarch, this unequalled favourite, this pattern of MW ho 
mercy to all kings, and who alone, of all men under. heaven, W to 
possessed the established promise of everlasting national go- she 
vernment, could not, (but the objection did not proceed from WH nic 
any charge of injustice or sin,) for, HOOP a man of war, and 
having shed much blood on the earth, although 'done by the 


| he great honour 
was given to Solomon, a king of peace, his son and immediate 
successor; $0 averie, though necessitated to order it, was the 

reator of the world to the effusion of blood and the destruc- 
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7 And David raid to Solomon, My son, as for me, it 
was in my mind to build a house to the name of he Lord may 
_ God. 

8 But the word of the Lord came to evi raying, thou hast 
shed much blood, and hast made great wars; thou shalt not 
build a house to my name, because thou hast shed much 
blood on the earth in my sight. 

9 Behold; a son shall be born to the who shall be a man 
0 of rest, and I will give him rest from all his enemies round 
y about; for his name shall be Solomon, and 1 will give peace 
and quietness to Israel in his days. 

y 10 He shall build a house for my name; and he shall be 
e son, and I will be his _ and 1 will extablizh his kingdom 


n over Israel for ever: 


PREFACE. SE” 


k ” 
4 'SAMrzL was not only a priest, but alkene principal judge 
3 of Israel, yet he was a great prophet. an 

ne | Tsarau was a prince of the 1279885 of David, and like wiso a 
ed het. 

q: prophe | 

VN 6-4 | 

ve EzexIEL was one of the principal priests WW 4 

ed JexEMIAn one of the poorer; vet boch were ine great 

prophets. | 
be- 1 8 
ent 


Amos was a poor herdeman of Teo, in the lend of. 


Israel ; 


1 


be a captive pine at Babpia in were. and yet 
both were great prophets 


GOD, without being accountable to any man for what he 

does, will sanctify, with his blessed Spirit, whom he pleases, 
however astonishing it may appear, and however incredible 
to the self righteous, that any person in preference to himself, 
should receive and be commanded to make known a commu- 
nication of revealed knowledge ; 1 but with God there s 


„ St. Paul was taught a knowledge of the Gospel by ms 20 instrufted 


likewise how to preach it, before he cds be an apostle, and joined to the mi- 
nistry of Wer, | 


| GALATIANS. Cure, 1 


11 But 1 1 centify to you, A as that the Gospel which was N of me 
is not after man; 


12 For I neither received it of man, neither was 1 taught it, but by the revela- 
tion of Jesus inn | — 
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N PREFACE. | - 


* „ 
no distinction uf high or low, rich. or poor; in his presence . 
both are regarded alike, when just; and the Scripture MI | 

_ +. abounds with many 1218606 recorded on purpose for after . 

jo, to imitate. 
In the same manner that a 1 of the Goupel, and 
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6 
| "how to preach it, was revealed to St. Paul, a knowledge of 
| futurity, and those parts of the Scripture I have constantl 
5 . Were revealed to me. eee 
„ Nee 1 
| © EPHESIANS, Cnar. 111. . e by 
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"lhe 3. How that. by revelation he mode known to me the mymery, as J wrote before U 
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'N obedience to the sacred command of the Lord God, whose 
servant and 2 Jam, I publish this writing, that it 
may be translated into all languages, for the information and be- 
nefit of all nations. F 1 5 7 8 
This is the last sign, and last warning, I am commanded to 
say, that will be given in writing before Jam revealed to the Jews, 
. 1 the commands delivered to me will be to order them to 
depart in great haste from all nations, and go to the land of Is- 
rael: to repronounce the judgments of God, 
suspended bitkerto for my sake, and declare them irrevocable. 


3 


Of the PHROPHECY which relates to the present time of the won, 
the present was, and the approaching n1sTREss of all natIons. 


THE PROPHET DANIEL. 


CHAP VII. i e 


In the first year of Belshazzar, king of Babylon, Daniel had 


a dream, and visions in the night on his bed; then he wrote the, 


. 


visions, to shew the substance of what they contained. 


2 Daniel spake and said; I saw in my vision by night, and 
behold, the 3 winds of the heaven strove on the great sea. 
3 And four great beasts came up from the sea, Gg one 
fene, EE EN „ 
The first was like a lion, and it had eagle's wings: I be- 


held 'till the wings were plucked, when it waslifted up on b 


earth, and made stand on the feet as a man; and a man's heart 


was given to it. | 


The lion means George the Third, the present king of En 5 : | 


land; plucking the wings of the lion, means taking away the 


power of the king; made stand on the feet as a man, with a 


man's heart, means his reduction to the condition of other men, 
and possessing similar thoughts. 8 . 
It is more than twenty months since I first wrote to the king, 
ueen, and minister of state, to inform them of many things 
that would come to pass; that the time was nearly accomplished 
for some of the judgments of God to be made manifest, and 
also that this prophecy was fulfilling: I beseeched them in the 
most earnest and respectful language, not to join in the war on 
any account whatever, or even encourage it; for the death of 
Louis the Sjxteenth would be impossible to prevent, it was re- 


corded, and cduld not be avoided; the evolution in France, 


Which have been 
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— 
ut 
- 
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1 71 


and its consequences, 8 entirely from the judgment of 
God to fulfil the prophecy of Daniel: therefore all attempts to 
overthrow the 1 and preserve the monarchy by force, 
| woas opposing what was determined in the Scripture of Truth 

j should most certainly take place. i Ee. 
I Fhe aspect of the war was deiusive, the encouragements of 
ik success that it held out to princes were deceittul; but those en- 
__- couragements of delusion were Les, to bring many nations 
under the judgment of God, and punish them for the heavy guilt 

of opposing his decrees. © _ Feaſts 1 dg ah 
If many had no more to fight against than a few men alone, 
or nations but one divided nation to subdue, then it might with | 
reason be expected that the greatest nuſiber would soon over- | 
come tke least, and that many strong nations would soon con- 
ver a weak one: but it is many men fighting against the Spi- 
rit of God, and strong nations labouring in vain with their blood 

and treasure to overthrow his Judgment. | & 


oe i 
Ma # 
* 


” elit Sod eek a 


The Lord God permits this opposition for three years and a 

half, to fulfil the determined part of this pfophecy on all that op- 

pose it; that done, his judgments will take place, to punish a 

man and lay waste kingdoms. | i 
St. John the Apostle, in the nineteenth chapter of the Reve- 

lation, alludes to the present time of the world, and means the 

same things, though differently described, as the prophet Daniel 


does in the seventh chapter; for which I am commanded to 1 
insert a part, that all princes and governments may be publicly t 
warned, that they may know the consequences of this war, i 
from the judgment of God, will be---death to millions, and 

everlasting distress to all nations. 1 EY bo 0 
10 And 1 fell at his feet to worship him, and he said to me, $ 
see thou doit not; Fam thy fellow-servant, and of thy brethren t 


that have the testimony of Jesus; worship God: for the tes- 
timopy of Jesus is the spirit of prophecy. * Es ] 
11 And I saw heaven opened; and behold a white horse; | 
and he that sat on him was called Faithful and Frue : andin 
Tighteousness he doth judge and make war. | $59 
12 His eyes were as a flame of fire, and on his head were 2 
many crowns; and he had a name written that no man knew 
but he himself. | 0 155 1 
Ig And he was cloathed with a vesture dipped in blood: and v 


this name is called, The Word of God. | o 
14 And the armies which were in heaven followed him on * 
white horses, cloathed in fine linen, white and clean. t] 


Ihe armies are an allusion to the powerful judgments oſ God, ir 

| under what---or how many different forms their visitation of # 
| death 1s made on the ar nf 8 | ee | 

| 15 And out of his mouth goes a sharp sword, that with it he b 

Should smite the nations: and he will rule them with a rod of a1 

iran; and he treads the wine-press of the fierceness and wrath of I st 
Almighty God, : . 156; add BG 

16 And he has on his vesture and on his thigh a name written h 
h IS AS HO ETS 
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King of kings, and Lord of lords. 
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to 3017 And Isaw an angel standing in the sun; and he cried with 
e, a loud voice, (meaning thunder, which is explained in the first 


th book of Revealed Knowledge) saying to all the fowls that fly in 
8 the midst of heaven, come and gather yourselves together to 


of the supper of the great God. 298 c 

n- 18 That ye may eat the flesh of kings, and the flesh of cap- 

05 tains, and the flesh of mighty men, and the flesh of horses, and 

ilt of them that sit on them; and the flesh of all men, both free 

. and bond, both small and great. . e 

e, 19 And I saw the bea t, and the kings of the earth, and their 

th armies gathered together, to make war against him that sat on 

r- the horse, and against his army. ; | 55 | 

n- 20 And the beast was taken, and with him the false prophet 

i- that wrought miracles before him, with whieh he deceiyed 

5d them that had received the mark of the beast, and them that 
worshipped his image. These both were cast alive into a lake 

a of fire pus with brimstone. ee | 5 

p- 21. And the remnant were slain with the sword of him that 

sh sat on the horse, which sword proceeded out of his mouth; and | 
all the fowls were filled with their flesh. 

e- | 

he DANIEL, CHAP, VII. CONTINUED, _ 

iel 5 And, behold, another beast; a second, like a bear: and it 

to raised itself up on one side, with three ribs in its mouth be- 

ly _ its teeth ; and they said thus to it, Arise, deyour much 

ar, eSn. . | 2 | | | 

nd This verse means the present Empress of Russia ; She 1s ac- 
cording to the judgment of God in this prophecy, decreed to 

1e, suffer 8 and by revelation I am informed it will be done by 

en the hands of man. | | 4 i 

es- 6 Atter this I beheld, and lo, another like a leopard: which 

— had on its back four wings of a fowl; the beast had also four 

e: heads, and dominion was given to it. — 85 

in The Leopard, means 8 the Sixteenth king of France: 

| the wings of a fowl on its back, is, like the eagle's on the hon, 

ere an allusion to the king's great moveable power. 

ew The fall of this monarch from a throne, and afterwards suffe- 


rigg death, to fulfil the judgment of God by his prophet Daniel, 
nd was impossible for all the armies of Europe to prevent; wear þ 
C: 50 as the decreed death of Charles the First, Lin of England, 
on which is mentioned by St. John in the thirteenth chapter and 
third verse of the Revelation; the deadly wound being healed, 
od, in the same verse means the recovery of monarchy by the restora- 
of tion of Charles the Second. | „ 1 
- 7 After this I saw in the night visions a fourth beast; and 
he behold, it, was dreadful, and terrible and strong exceedingly ; 
of and it had great iron teeth: it devoured, broke in pieces, and 
1 of —_— on the residue (meaning the electors) with its feet; it 
Was different from all the beasts that were seen before, and it 


ten had ten horns; _ | : 55 5 
his great beast, so different from the others, means the pre- 
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sent emperor of Germany; the ten horns, mean the electors, or 
prigeW@ofthe ampire::/ yo on ⅛ ð ! 
In one part of this chapter the horns are denominated kings; 
the reason is, they raise armies, go to war and govern with abso- 
lute power, like them; but notwithstanding, they all accknow- 
ledge the emperor as their chief, and under that acknowledg- 
ment of subjection are sdlemnly engaged to defend his empire 
when called on. For which, to conceal the meaning of the 
prophecy, until the fullness of time comes and the appointed 
person for it to be revealed to, the vision represents the Germ- 
; rag princes as horns of defence belonging-to the emperor's 
| ead. - . Rid | 
It devoured, broke in pieces, and stamped on the residue 
with its feet means the entire destruction of the German elec- 
tors; and the possession of their terr.tories by the emperor: he 
will destroy them, and also spread his dominion over Italy; 
threatening at the same time all Europe, and despising its kings 
with their feeble efforts to oppose him, Rome will fall under 
his power and so will Venice likewise; the former will be re- 
taken by the French republic, but the latter will be plundered 
and almost destroyed. After this, to fulfil the prophecy and 
the judgment of God, he will suiſer death from the hands of 
man: | 1 e 
The orders of the emperor, in the Netherlands, are, that if 
the Austrian army should be defeated, and it most surely will; 
for I am commanded to repeat as an example and warning, 
what the prophet Jeremiah was commanded to say to the mes- 
sengers of Zedekiah, king of Judah: | 


Mee; CHAP.” xxxXVII. 48 2 
9 Thus says the Lord; Deceive not yourselves, saying, The 
Chaldeans will surely depart from us: ſor they shall not de- 
art. | | L | | | 
7 10 For though he has smitten the whole army of the Chal- 
. deans that fight against you, and there remained but wounded 
men, yet they should rise up, every man in his tent, and burn 
this city with fire. T6 # 47 
By the same example, if the French army was-to be defea- 
ted, even again and again, it should recover and conquer He- 
wise; (that all the judgments of God, in the seventh chapter of 
the prophecy of Daniel, may take their course, and be” fulfil- 
ted, ) to acknowledge the French republic, and make an imme- 
diate peace on the best terms that can be obtained, the interests 
of other nations will not be much consulted; time the threats of 
a victorious enemy, and the perilous gondition of the German 
army, will not admit the least delay. 8812 . 
The English will sharply remonstrate against this conduct; 
for which their army, however incredible it may appear to the 
Government now, will be surrounded, disarmed, and comman- 
ed to depart: but their general will be detained. by the Aus- 
trian; and, by zevelation from the Lord God to me, he falls to 
the ground. $1 2 . 
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The emperor, being enhausted of money by the war, but 


having a large army at his command, determines, now he has 


made peace with the French, and quarrellèd with the English, 
to execute the plan he has for some time conceived the hopes 
of being one day able to accomplish---his father and uncle, 
strange as it may appear, yet it is most certainly true, for I am 
informed, by revelatioh, conceived the same design, and be- 


lieved the attempt easily practicable When- tlie opportunity of- 


fered, which is the reduction of all Germany, | under the” Sole | 


government of himself. e 


He begins with seizing on the electorate of Hanover, an 
plundering it quite bare: after this success, his ambition for 


more extensive dominion will rise; it will now lead him boldlyx 
forward to subject and devour them all. For God, to fulfil - 


his judgments, and this prophecy of Daniel, in chaper vii. will 


deliver him over, to be governed by the secret, but powerful 


workings of an'evil spirit ; because his inclinations are bad: 
according to all that I informed the king, and queen of, in 


May and June 1792; as he did Ahab, king of Israel, to ac- 


complish his fall, and the entire destruction of his family. 
FIRST OF KINGS. 0 


CHAP. XXII. 


| 4 And he said to Jehoshaphat, Wilt thou go with me to the 


battle to Ramoth Gilead? And Jehoshaphat said to the king 


of Israel, I am the same as thou, my people as thy people, my 


horses as thy horses. ie? 1 FE ett 

5 And Jehoshaphat said to the king of Israel, Enquire, I 
pray thee, from the word of the Lord to-day. - 

6 Then the king of Israel pathered the prophets together, 
about four hundred men, and said to them, Sh 
Ramoth Gilead to battle, or shall I forbear? and they said, 
.Go up ; for the Lord will deliver it into the hand of the king. 
7 And Jehoshaphat said, Is there not here a prophet of the 


Lord besides, that we might enquire of him? | 
8 And the omg of Israel said to Jehoshaphat, There is one 


man yet, Micaiah, the son of Imlah, by whom we may en- 
quire of the Lord: but I hate him, for he does not prophecy 
gore. of me, but evil. And Jehoshaphat said, Let not the 
nz may 9.05 653 555 N e 
11 And Zedekiah, the son of Chenaanah, made horns of 


iron; and he said, Thus says the Lord, with these thou shalt 


push the Syrians, until thou consume them. 

12 And all the prophets prophecied so, saying, Go up to 
Ramoth Gilead, and prosper: for the Lord will deliver it into 
the king's hand. ee 


— 


as one mouth, declaring good to the king: let thy word, I 


pray thee, be like the Word of one of them, and speak that 
which is good also. Ky e 1 
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all Igo against 


13 And the messenger that Was gone to call Micaiah, spake 
to him, saying, Behold now, the words of the prophets are 
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14 And Micaiah said, As the Lord lives, what the Lord 
says to me, that will I peak : Fe: al 
17 And he said, I saw all Israel scattered on the hills, as 
sheep which have not a shepherd: and the Lord said, These 
have no master; let them return, every man to his house in 


de. ä 
21 An] the king of Israel said to Jehoshaphat, Did I not 
tell thee, that he would prophecy no good for me, but evil ? 
* 19 And he said, Hear thou therefore the word of the Lord: 
4 I saw the Lord sitting on his throne, and all the host of heaven 
1 Standing by him, on his right hand and on his left. | 
1 20 And the Lord said, Who will | dogs Ahab, that he 
| may go up and fall at Ramoth Gilead; and one said in this 6 
manner, and another said in that manner. 2 8 | 
21 And there came forth a Spirit, and he stood before the 
Lord, and said, I will persuade him. : | 
22 And the Lord said to him, In what manner? And he 
1 said, I will go forth, and I will be a lying spirit in the mouth 
388 olf all his prophets. And he said, Thou shalt persuade him, 
ö and prevail also: Go forth, and do so. | | 
24 Now; therefore, behold, the Lord God has put a lying 
ppirit in the mouth of all these thy prophets, and the Lord has 
spoken of evil concerning thee. 
6 The Emperor's council wall be filled with the same delusive. 
evil spirit, that they, may concur with him, and possess the 
| same violent inclination for war and human destruction as him- 
[i self. At this time a fresh decree will be issued from Vienna, 
| *, | commanding all Germany, and all the people under his govern- 
1 ment, as he conquers them by fire 8. sword, to offer solemn 
j prayers up to the Lord God, tor the further success of his im- 
BE perial Majesty's arms, the entire destruction of his enemies, 
i and the preservation of himself; styling him, in blasphemy 
| "OI against God, their most Gracious, Just, and Mercitul Sove- 
7 5 7 Lord. fg | | . . 1 
10 The other nations of Europe, afraid and trembling, will as 
10 solemnly implore the same Lord God for peace and safety, 
| | against such a cruel enemy, forgetting, that it was but a little 
| 
5 
| 
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* time before, they were praying in the same strain of blasphemy 
| - as himself. Io destroy their enemies, and give success to their 
| arms; to that very gracious and compassionate God, who 
| sealed the redemption of man with his own blood, and strictly 
commanded all nations, as his children and people, to live in 
peace and brotherly love. 1 l N 
Opposition is in vain; he goes through the principalities like 
| n flood, and collects in his progress a mighty army. The course 
pf the prophecy is, That he shall conquer and destroy all be- 
1 fore him: therefore he certainly will; and take away the trea- 
Wi ___ -sure of many wealthy cities like wise. rr RR ng | 


| ll After this, to finis „ ee and fulfil the decreed judg- 
1 ment of God, the French Republic will be raised against him; 


2 


| his army will be entirely overthrown in Italy, and himself will 
| be compelled to seek shelter among the very people whose re- 
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| . 
lations he destroyed, whose towns he plundesedꝭ ànd burnt bu 
a little time before. This is Francis, the present reigning em- 
peror of Germany, who is described, in chap. vii. ver. 7. of 
the prophecy of Daniel, as great, strong, and terrible; stamp- 
ing atk his feet ' with contempt, and destroying all the princes 
round him. His ambition will increase with his dominion, 
and his conquests will be so wonderful, for a short time, as to 
make all Europe tremble; his end is miserable; and as he 
treated others without mercy, no mercy will be shewn to him. 
His death, by the hands of man is certain, because decreed ; 
and his punishment everlasting, because recorded. N 
related to him now, will be considered hereafter as a capi 


Gim ' 


DANIFL, CHAP. VIT. CONTINUED. gd 2 
8 I considered the horns, and behola there came up amon 
them another little horn, before whom there were three of the 
first horns plucked up by the roots ; and behold, in this horn 
were eyes like the eyes of man, and a mouth speaking great 
things. 3 wel ls EE, po ES 
This little horn, that grows great, and becomes so ambitious 
as to pluck up three of the other horns, to extend his own do- 
minion, is the present King of Prussia. He is one of the im- 
pe tial electors, and to fulfil exactly what the visions of God 
describe him to be, he confidently calls himself, in great words, 
The preponderating member of the Germanic body. 

The king of Prussia will acknowledge the French republic, 
and also make peace with it: he will oppose the Emperor, and 
like wise follow his example; by which his dominions, to fultil 
the prophecy, will be enlarged (comparitively for a moment 
only) by the addition of three electorates, when the Bear, 
ee. Russia,) watching for the opportunity, will rise and 

evour Prussia at one side, while the Emperor destroys him at 
the other. His armies will be defeated, and his capital set on 
fire by the Bear: his life will be taken away from the earth, 


and his monarchy, to fulfil the everlasting decrees of the Lord 


God, in the prophecy of Daniel, will be destroyed; never, 
never, to be restored any more. e een 
Russia will assist the Emperor in the beginning, to promote 
her favourite design of destroying the Turkish empire; she 
will also quarrel with the Poles, and devour great numbers of 
them; the Will be set on fire, and the government en- 
tirely changed. At this time the Russian army, (or On 
as if impatient for its food, to rise and devour much flesh, wi 

enter Turkey, and comparatively run over the land; treading 


down, and devouring with great fury, all opposition in its 


way. At the capital it stops; here are its decreed bounds ;- , 


no farther it must go. Here the Russian general divides the 
er of many cities with his army, and the rich provinces of 

urkey between his officers. Here he despises the oath of 
fidelity, and throws away the submission of a subject pro- 
claiming himself Emperor of Greece. UL Is 
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Aſter this the Swede will enter Russia, and destroy with 
98 fury; even the ships of war and capital will not escape. 


he Russian empire will be convulsed in many parts by its 


generals and governors, each rising up in his place, and claim- 
Ing an authority to command the other they will fight until 
a gone multitudes are destroyed, and the country made desolate. 


he imperial family will all be cut off, and no successor will 


for ever after arise; the Government, at the same time, will | 


be broke to pieces, and utterly dissolved ; never, never, to 


be restored any more. 


. 


The Spanish Monarchy will cease by this war, and the 


| Stadtholdership of Holland will be cut off close to the- ground; 
according to the visions of God to me, in 1792, and which I 
communicated. at that time by his sacred command to the 


king and queen of England. 1 
The king of Sardinia will be dethroned, and the Popedom 
destroyed for ever! aceording to the revelation of God to me, 
and which I communicated fo the English prime minister be- 
fore the war with France was entered into; concluding what 
I wrote to him with these words It is not all the navy of Eng- 


land, nor the armies of Europe united, can prevent the king 


of Sardinia from being dethroned. 


* 


The death of the French king, as one of the particular num 


ber, mentioned in the seventh chapter of Daniel, decreed to 


die, took place, to fulfil the predetermined judgment of God 


by this wee ; the monarchy of France is like wise, by the 
same judgment, abolished for ever, and the present form of 
government established. Therefore marvel no more that it 
cannot be conquered by all the armies without, nor destroyed 


by all the commotions within; if it could, by human power, 


the Horn (meaning the king of Prussia) would be the allotted 
man to accomplish it: for the meaning of the prophecy is, that 
he shall prevail against France for three years and a half, but 


not to conquer the whole: he would have faithfully kept with 


his army in France the promises he made with his month on 
entering it; which were, to deliver over the towns for plunder, 
and the people for death, if he was opposed. It is for this 
that he is described by Daniel, to have a mouth Speaking great 
things and blasphemies. All this would have been permitted, 
because recorded, to fulfil the prophecy ; to hasten his own 
destruction, and the general fall of European Monarchy. _ 
The Dutch will acknowledge the French republic, and also 
make a hasty peace with it; the Portuguese will do the same. 


T0 THE KING AND PARLIAMENT | 
| | oF | | | 
GREAT BRITAIN. © . 


| HEAR what the Lord God additionally says to me by re- 
velation, and commands me to write---France seeing England 
left alone, deserted by all her allies, will require, as the con- 
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F ditions of peace, an, acknowledgment of the republic, a resto- 

| ration of the colonies, and the ships taken away from Toulon: 
For a short time he will permit England, as he will Russia and 
i Germany, to gucceed in the acquisition of delusive conquest, 

i but it is the better the more effectual, and more impercepti- 

** ble to human foresight, to accomplish his judgment on her, 

f according to the prophecy of Daniel and Revelation of St. John; - 
11 aſter that short time is expired, which is nearly so now, new 

r enemies will rise up, some warring against her openly, others 


privately; all will preveil, until she that sits now, as a queen 
among the nations, is, according to the vision of God, in m 
first book, without a covering on her head, worn thread-bare, 
and rent in many places. ; FY 8 10 
Will England continue this war any longer against a people 
that has the judgnient of God in their favour? Will Kas by 
a continuance of the present war against France, enter into 
another, for the safety of Hanover, against the Emperor of 
Germany, who will be rendered invincible for a time, as a : 
gcourge, to fulfil the recorded judgments of God? Will she 
continue this war any longer for her destruction, that she may 
enter into a fresh one with America to hasten it ? Is the king 
of England so regardless of his own-life, and the preservation 
of his family, as to involve them with himself in certain mi- 
sery and death, by a longer continuance of this war? Is the 
government, the parliament, the clergy and people, so insen- 
sible to the blessings of peace, and the happiness of fortune, as 
to preſer the absolute certainty of losing all they possess, and 
being destroyed themselves, to support a war which, in its 
consequences, to fulfil the judgment of Ged, is designed shall 
throw down, for ever, the English monarchy; and from the 
confusion it will make, throughout the country, involve almost 
every family of wealth in beggary and deaenßs)nßnßn 
Are you, William Pitt, to whom 1 wrote in May and June 
1792, informing you of the consequences of this war to your 
country, when the war was not intended, so insensible to your 
own. preservation and the benefit of your brother, as to continue 
any longer a war that will involve both you and him in certain 
death? What I acquainted you with in 1792, and oftensince, was 
made known to me by visions and revelations. from the Lord 
God. The death of Louis XVI. and the removal of the Eng- 
lish crown from the king's head, to a level with the As, x 
according to the — chapter of Daniel; the fall of the 
queen's palace, and the destruction of the Tower; your own 
removal from administration, and afterwards death, was among 
the things which I informed you of would most certainly come 
to pass as the evil consequences of this delusive war. My ac- 
count to you then, of futurity, conchided with these words--- } 
„The visions are established, and the things mentioned most 7 
certain and true. | vo 34 SF on INN | 
When I informed you that England would enter into this 
y TE- war, and the consequences which would, in despite of all 
land $US LO TOS OTE, ON eee Fame 
n eſſorts, flow from it, you despised me; for, at that time, the 


/ 


e 


war was not intended; and to tell of evils that would most 


certainly ensue from a thing, when the thing they were to pro- 


2 from was not designed, were to you the effects of folly and 
deceit. a 4 775 | LESS 
My knowledge of future things is given me from God, there- 
fore what I wrote was true: ATetls time longer, and England 
Will be so much entangled as not to be able to go forward 
without feeling the pains of that colonial conquest which is to 
be the cause of her death nor to retire, without falling under 
that foreign blow, which will break the empires in pieces, and 


throw herself down on the ground; from whence she is never 


to rise up any more. | 
Neither evil can be prevented, and both will take place, to 
fiulfil the judgment o God, according to the prophecy of Daniel 
and Revelation of St. John; unless what I write is believed 10 
be true, and the advice I give is siricily followed. Fleets and 
armies are great things to talk of, because terrible to destroy 
mankind ; but, when opposed by the power of heavea, they 
become weak, they lose their force and terror; for most of 


those in Europe are destined for the rocks and the flames: 
They are permitted to conquer a little for a short time now; 


but it is, like Russia and Germany; to hasten that dreadful 

fall of human government which will soon take place in the 

world: for they ever have been, in the hand of God, the very 
instruments to effect what princes designed to prevent. 

On the 12th of the month called May 1792, I wrote to the 

. king, minister of state, and speaker of the commons, that no 


person should be able to say, hereafter, my conduct was irre- 


gular, or in the least disrespectful, to inform them that I was 
commanded, by the Lord God, to go to the Parliament-house 
on the 17th following, and acquaint the members, for their 
own personal ws and the general benefit of the country 
That the time of the world was come to fulffl the seventh 
chapter of the prophecy of Daniel, and some of the judgments 
of God in the Revelation); that the death of Louis XV and 
the revolution in France, for the perpetual destruction of its 
ener d was decreed in the Scripture of truth; and would, 
against all human opposition, most surely take place: To in- 
form them that the war, just going to be commenced, by 
Prussia and Austria, against France, was the very war alluded 
to by St. John, in the Revelation, chap xix, which God called 
a war against himself; because it went to oppose his decrees, 
and because it would be an effort of kings to overthrow his un- 
alterable judgment. I was commanded to advise them, as I 
was the king and minister of state, not to join in the war, or 
even encourage it on any account Whatever: To inform them 
of the approaching fall of monarchy in Europe, the great dis- 
tress this war would be produetive of to all nations, but parti- 
eularly to those that engaged in it: and like wise to inform them 
of their own sudden fall in the jaws of the earth by a pre- de- 
termined earthquake, according to the judgment of God, in 
chap. xvi. ver. 16, 17, 19 and. 19, of the Revelation; and, 


1 bl 


AF. 


14 
lastly, to entreat them to acknowledge this gracious communi- 
cation from God, tor their length of life and blessing, by an 
obedience to his good advice. 3 Meas” Ret 
When at the door, on the 17th, I informed the Speaker by 
a letter, that I waited, and was ready to communicate all that 
I was commanded. In a few minutes after a messenger return- 
ed, with my own letter, who treated me, in Such a public place 

articularly, with unteeling contempt and ae The 
Ti God spoke to me instantly, on being ordered to go about 
my business, and said---Get away, get ma from this place; be 
under no concern, it was not you that was despised — ordered 


+ away, but me, in your person, that sent you. 1 
oy Soon after my return home I was in a vision, and saw a large 

yo measuring rod move through the streets in great haste, and 
an 


strike many of the houses as it Tag marking them for their 
roy approaching fall. Aſter this I was made to look towards the 
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hey Treasury, while the Lord God pronounced, at the same time--- 

t of Al that vide Shall fall. In an instant, the whole place was co- 

eS: WW vered with thick darkness; it seemed to be everlasting darkness; 1 

W darkness that should never be removed: And, again, he pro- 6 

1 3 in quick words, as if <ispleased-- The whole shall N 
fall. MT 

very The information, as will be plainly seen by the date, which 9 
[ gave to the king and minister of s/ate, with what I was com- 

the ¶ manded to offer to the parliament, was not only before the pre- 4 

© NO sent war with France was entered into, but also some length of 

Te- time before it was ever intended: therefore no person can say, | 

Was with justice, that either my conduct in obeying the positive 

guse commands of God, or my endeavours to preserve peace; to pre- | 

their serve this country from the many evils it has now to encounter 

iy” I with, according to the determined judgment of unerring pro- 

enth phecy ; originated from weak ideas or political motives. fs | 

N. my Knowledge is given from God; I see all things now as they 


truly are; and know their consequences,' to change them to 
F its What they really will be hereafter. : | 

I am commanded to. keep no company, and live retired ; 
that I may avoid the temptation of political discussion, or any 
other argument, that would create animosity and strife. 
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as II 7he Two Parts of the xeveLaTION, to be fulfilled on Lonpox, and 
ir, or te excLISn erRALLAMENT, according to the Judgment of God ; but 
them are immediately suspended for my Entreaty. © 5 
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parti- i | - : CHAP. XI, | = 

them] 3 AND I will give power to my two witnesses, and they 

re- de- shall prophecy a thousand two hundred and threescore days, 

>d, in] clothed in sackcloth. 8 RE 

and, 4 These are the two olive trees, and the two candlesticks, 
Standing before the God of 1 Eads 8 


— 


. 


as they are wrote by St. Matthew and St. 


* 


— 


The two witnesses, the two olive trees, and the two candleticks, 

mean the same two parts of the N Gospel of Salvation, 
re | ohn; which are the 

1 . and proper witnesses of Christ. MIL >. | 


* 


his explanation alone, which has never been discovered to 

any before, is sufficient to strike every man with conviction, that 
studies the Scripture, and believes in the spirit of God, that, 
as this part is true, the others I have, and shall constantly men- 
tion, are equally so; and that a knowledge of the whole comes 
directly to me from the Divine Being. 

As the eyes of the blind cannot be opened, nor the sick hea- 
led, but by the immediate power of God; so neither can the 
prophecies be truly explained, but by regular instruetion from 


7 


the same Almighty Being. | e 
Read diligently what follows, and by the information con- 
template on the mighty goodness of God, for revealing a true 
knowledge of his prophecies in sufficient time to implore for 
mercy, and save a city, with multitudes of people, recorded to 
be destroyed. __ ted Fa | | | 
7 And when they shall have finished their testimony, the 
beast that ascends outof the bottomless pit will make war against 
them, and will overcome them, and kill them, 1 
8 And their dead bodies shall lie in the street of the great 
city, Which is spiritually called Sodom in Egypt, where also 


our Lord was crucified. 


This great city mentioned here, means London: her streets are 
full of prostitutes, and many of her houses are full of crimes. It 
is for suchtexceeding great witkedness, that St. John Spiritually 
calls London, in this chapter, by the name of Sodom, and infers, 
from the toleration of so much evil, that the two witnesses 
of Christ, that the two apostles, St. Matthew and St. John, 
3 represented by the two parts of the Gospel, which 
they wrote, that their two bodies lie dead---thrown out in the 
Street---trampled under the foot of vice. _ 7 

11 And after three days and a half the spirit of life from God 
entered into them, and they stood upon their feet, and great 
fear fell On all that saw them. | CRY, 

The three days and a half, means three years and a half; 
and the present is the time of the world alluded to by St. John: 
for until the present war, of time, times, and the dividing bf time, 


which is three years and a half, according ta,the 7th chapter of 


Daniel, also is expired, the two parts of the blessed Gospel will 
he dead in London, and over Europe likewise: after which, a 
prophet (myself) will be revealed to the world, with signs and the 
mighty power of fire from God; the two parts of the gospel of sal- 
vation will then be revived. (For my designation is, and the com- 
mands of God tome are, that Ishall walk through the great thorough- 


Jares street 4 . to re- pronoimce his judgments, and declare 


them irrevocable. As a testimony from God that they have been gus- 


| 177 . for my sake, but are now commanded to be fulfilled, because 


ts offers of mercy; have been as /L3 rs and his messenger treated 


as false, Tam to take the rod, which he ordered me to cut in 1792, 


\ on 
1 - 
. * 1 ' 
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neglecting them 50 long, 


* 


 perished. ©." 


mersed in wiekedness, believe | 
- prophet when he heard it, , without the additional testimony of 
- Scriptural evidence; he immediately humbled himself, reformed, 


go forth to the kings o 


destroyed by an earthquake. 


C49} : 


and throw it an the ground, when it will be changed into a Serpent; 
to take il in my hand again, when, it wjll be rerchanged a rod.) 
The people of London will then tremble, and all nations will be 
greatly alraid, when they hear the dreadful consequences for 
12 An they heard a great voice from heaven, (meaning 
thunder) saying to them, Come up hither, And they ascen- 
ded up to heaven in a cloud, and their enemies beheld them. 
13 And the same hour there was a great earthquake, and the 
tenth part of the city fell; and in the earthquake were slain of. 
men seven thousand, and the remainder were affrighted, and 
gave glory (meaning honour), to the God of heaven. - 
Phe recorded judgment of God, according to this last verse, 
is, that London, for indeed it is the city meant, shall be visited 
by an earthquake, and a tenth part of it destroyea; in that. tenth 
part, about seven thousand persons will be killed. When the 
people see this, they will be convinced that it proceeds from the 
reat anger of God, for despising his offered mercy, and treatin 
Fs messenger ill; then they will all be frightened, and wall all 
believe : Then the city will honour him by instant reformation, 


and all the . will implore him for pity, 
a 


Lot was laughed-at, and the danger despised by his aon in- 5 
law, when he said to them, Up get you out of this place, for 
the Lord will destroy this city.“ Sodom was burnt, and they 
The king of Ninevah, although a professed idolater, and.im- 

J the judgment of God by his 


and entreated for mercy; by doing so, the city was forgiven, 
and all its people saved. 4 e 
14 The second woe is past, and behold the third woe comes 


a.,. ; E 


A, . CHAP. XVI, 


This part which follows belongs to the thirteenth chapter; and is 
a continuation of the account begun there of the rise, progress, 
and perpetual fall of the English government. * _ x 

193 And Isaw three unclean spirits like frogs come out of the. 

mouth of the dragon, and out of the mouth of the beast, and 

out of the mouth of the false prophet, _ . 
14 For they are the spiritsof devils, working tniracles, which 

the earth, and of the whole world, to 

gather them to the battle of that great day of God Almighty. 
Me thirteenth verse means the proclamation issued out by the 


| king and council, to assemble for the last time the English par- 


liament ; they are to meet, but are never to separate, that all 
things in this yrophecy relative to them may be fulfilled; and 
in the allotted time will, according tothe judgment of God, be 


Reader, coz.:ider attentively what I write, and remember 
Fl C2: eee BO” AT OOO EA 
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4 * 20 ] . Me” 
that sin is always committed by man through the temptation of 
Satan, (for there is no man on earth that does not do wrong at 

times, neither is there any that is not a sinner ; look at the words 
of Solomor in his prayer when the Temple was dedicated.) 


This proclamation then og blasphemous, is in the same man- 


ner directed by his secret and powerful influence. 55 

16 And he (meaning the king) gathered them together into 

a place, called in the . tongue Armageddon. . 
hem, means the Parliameni; Armageddon, their house to 

assemble and die in. 1 

Armageddon was a valley to bury the dead in, and also a place 

of great mourning, near Jerusalem: the Parliament House in 


London being the recorded prophecied burying-place of its mem 


bers, and multitudes besides, is, for its designed similiarity to the 
former, spiritually called in the Hebrew tongue by the same 
name. | | | | 


17 And the seventh angel poured out his vial in the air; and 
there came a great, voice (meaning loud thunder) out of the 


1 le of heaven, from the Throne, saying“ IT IS 
ONE.” | | wi 
This verse means, that when the allotted time is expired for the 
English parliament to exist, the Lord God will, pronounce from 
the Throne of heaven, in a voice of very loud thunder, the judg- 
ment of its utter destruction on a sudden. DE 200 
18 And there were voices, and thunders, and lightnings; 
and there was a great earthquake, such as was not since men 
were upon the eartli, so mighty an earthquake and so great. 

The judgment of God being to destroy the English Parlia- 
ment, this mighty earthquake will swallew it up at the very 


time of its sitting; and likewise so much of London, as to leave. 


but three divisions of it standing. 


19 And the great city was divided into three parts; and the 
cities of the nations fell: and great 7 (meaning Rome in 


this chapter) came in remembrance before God, to give to her 
the cup of the wine of the fierceness of his wrath. 


20 And every island fled away, and the mountains were not 


found. | | 

The city mentioned here, under the name of the great city, 
means London; this designed recorded earthquake will be felt in 
all nations under heaven as well as in England, and its dreadful 
effects by most cities in the world as well as London. The 
earth will be shook so violently at this time as to make it sink in 


many places, and let the sea flow in where the land was: moun- 


_ tains will sink to a level with vallies, and many islands will 
disappear for ever in the sea. This earthquake will spread de- 


solation throughout all countries, and destroy great multitudes 


; of people. 


O: 4 


The United States of America will declare war against Eng- 
land; but before they do, France will lose all her West India 
Islands; and after they do, Jamaica will be the last in the pos- 
session of the English. | 5 | | 


' 
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1 
On the 23th of June, 1792, I wrote to the French ambas- 
sador then in London, by command of the oy God, ac- 
uainting him with the future loss of the French Islands, and 
hkewise the fall of the English. But he treated it in the aame 
manner as all the writings of the prophets of God ever have 
been, when they sent divine information, when they spoke 


the truth, when they did not flatter with pleasing words to de- 
ceive. ; e | . N 

There will great changes take place in all nations under hea- 
ven, to fulfil this prophecy of Daniel by visions in the seventh 
chapter: Nation will not only rise against nation, but they 


will be like wise tort by civil wars in themselves; kingdom 


will rise against kingdom, and man against man; until they 
fight and fall to rise no more, The sword wil: destroy very 
great multitudes of people by this war, and occasion frighitful 
desolations over the earth. | N 


4 | 1 

The promise of God by the prophet Haggai to Zerubbabel, Gover- 
nor. f Judah, although mentioned in the first book, T am com- 
man ded to repeat it here, means the present time of the world, 
and the present war with its destructive consequences; and my- 

self the man, in whom this great promise of wonderful distinc- 

tion and elevation is to be fulfilled. A „ 


| CHAP. II 2 | 8 
20 AND again the word of the Lord came to Hagga in the 
four and twentieth day of the month saying--= 


21 Speak to Zerubbabel, governor of Judah; and say, I will | 
shake the heavens and the earth. * W 
22 And I will overthrow the thrones of kingdoms, and I 
will destroy the strength of the kingdoms of the heathen ; I will 
overthrow their chariots, and those that ride in them; their 
horses and riders shall come down; every one by the sword of 
the other. | 5 | e,, AENIEE 

The present time of the world, and this present war in its 
Spreading consequences, 1s the time of trouble and destruction 
meant by the prophet : this is also the Great War recorded by 
Daniel and St. John, that no man has a knowledge of its pro- 
gress and how it will end revealed to him but myself: this is the 
war which will fill up the measure df transgression, and carry | 
the guilt of shedding innocent blood into all nations: the sword 
is drawn in heaven, and the cup of fury held out to the earth, 
according to the prophecies in the scripture, and the visions of 
God shewn to me, which are recorded by his sacred command 
in the first book; tlierefore she must drink deep from the one, 
that she may feel less the bitterness of death from the other, until 
wasted of her inhabitants. F 

23 In that day, says the Lord of Hosts, I will take thee, 0 
Zerubbabel, my servant, the son of Shelathiel, and will make 
_ as a Signet; for J have chosen thee, says the Lord f 

s.. 1 fag Le i i 47 WRT: Of 
The promise of God to Zerubbabel, by the prophet Haggai, 
in this verse, means, that when the ele be is Lehe. | 


and this prophecy fulfilling, he will be revived in his descen- 


6 


"i | | 
: L* 22 ] E5 . 
dant, who will be not only like himself, the visible prince and 
governor for the Jews, but also receive the full performance of 
. this great promise; which is, to be regarded by all nations as 
their signet of peace and safety. . 
The covenant to king David, And the renewal of it to Solo- 
mon, with this recorded promise to Zerubbabel, will be fulfil- 
led in me; e God, through this writing, holds 
me out now as the promised signet in his hand to all nations that 
believe in him, and ade me to say, That his recorded il © 
Judgments, in the Seripture, according to all that I have men- © 
' tioned, according to the , prophecies of Daniel, Haggai, and tl 
St. John in the Revelation, for the fall of cities, the Fall of ir 
thrones, the full of princes, the death of millions, and the de- 
Solation of kingdoms, shall be suspended again, if the nations 
gat war will accept of life, and return to his government of tk 
J | ; | | © 
Butif they allow themselves to be led away by delusive temp- & 
- . tations, if they reſuse to believe that TI am commanded to offer th 
these things, although supported by undeniable proots of Serip- it 
ture, of revealed knowledge. 1n 8 as well as in the Ml th 
first, which are nakown to any other, and which were never 
made known to any man before: if they will not accept of this I hi 
: gr offer of mercy for their length of life now, and th 
| the good of their children hereatter, all I have mentioned, : 
all the prophecies of Daniel, Haggai, and St. John in the Re- 
[If velation, which relate to the present time of the world and the 
0 present war, will be fulfilled :---the sword P anti. geen tic 
(| earthquakes will soon follow ; thrones will be destroyed, 


| cilies 
| f | levelled with the ground, millions of people will be cut off, and W 


Ne: will be made desolate for ever. a 
*he Lord God, the better to make all nations believe imme- P 


for their benefit in future, gave me the true age of the world, be 
1 by which he fulfils his recorded judgments, and taught me, by str 
113 direct instruction from 3 how to write it down; the 
mW ._timeof shewing his merey to the Jews, by their restoration; the pe 
5 true meaning of the prophecies, and time of fulfilling them, 
with his commands to publish the information to the world; that c 
— - -whenlamopenly revealed to the Hebrewsand people of London, Ill © 
on (to the former, to order their immediate departure from England, e 
Wt - | under my own direction; to the later, to convince them, the MW PU 
Joud thunder, in January r791, was to proclaim the judgment 
| of God and fall of London; but that the judgment was $uspended i do 
ö 1 and the city pardoned, for my enireaty,) and ordered to re- a 

; ; pronounce, with the power of fire, his irrevocable judgments, 
no nation may be able to say, We were not informed of any oſ- 
fers of mercy from God, or of those things which would lead an 
us to believe the age of the world, was so great, and the prophe- Ca. 
, cies of desolation were fulfilling; for the king and principal hit 
members of the English government, with nearly all the foreign 
-ambassadors in London for their respective countries, have an, 
been informed; and will all, besides, receive this additional 
true, but last information, in writing. VIS ha 


} 

0 | Aiately, and the people I live among regard me as his prophet, An 
| 
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213 iE PROPHECY or DANIEL, 

4 ee In the Seventh Chapter, ee on | 72 
79 WEE 


ds 9 1 BEHELD til the thrones were cast down, and 9 
ed che Ancient of Days did sit; whose garment was watts {5 
n- as snow, and the hair of his head like pure Wool; his 0 
nd throne was like the fiery flame, and his wheels as- burns 9 7 
of ing fire. N — 7 
de- This verse alone, unassisted by any Ae from | 
ns WF me, is sufficient to explain the most necessary parts of 
| the chapter to know ; every person that reads it must 
confess that it alludes to the latter time of the world, and 
fler that the general dissolution of human grandeur, which | 
p- 5t mentions, is but rhe expected necessary preparation for 
the W the coming of Christ, to judge the world. A | 
ver to A fiery stream issued, and came forth from bein 


wr him ; thousand thousands ministered to him, and ten 
5 thousand times ten thousand stood before him : the 
* 


Re- judgment was set, and the books were opened. a 

The latter part of this verse corroborates the erplana- 
tion that is given of the preceding one. 5 

11 T'beheld then, because the voice of the great words 
which the horn spoke — is the king of Prussia here the 
prophet Daniel returns to the former part of the vision, 
and gives a further account of what was shewn him.) I 
beheld, even till the beast was slain, and his body an 
stroyed, and given to the burning flame. 

The death of this beast, means the death of che em- 
peror of Germany, it is certain; and all the armies of 
Europe cannot save him, nor prevent the accomplishment 
of it by the hands of man. The judgment of God, ac- 
cording to this prophecy, is-also, that he shall suffer the 
punishment of everlasting fire. 

12 As concerning the rest of the beasts, they had their 
dominion taken away 3 you! their lives were prong for 
a season and time, 

13 Isa in the night visions, one like 4 Son of mas; 
and behold, he came with the clouds of heaven, and 
2 to the Anciens of Days, and stood near before 

ung 

14 And they was given him dominion, and glory, 
and a kingdom ; that mt 5 nations, and languages, 


tional 


(4) 


Should serve 1 bis dominion is an everlasting domi- 
nion, which shall not pass away; and his kingdom that 


which shall not be destroyed. 
15 1, Daniel, was grieved in my spirit in the midst 


of my body, and the visions I saw troubled me. 


16 l came near to one of them that stood by, (an angel, ) 
and asked him the meaning of all these things; $0 be 
told me, and made me understand the neCpretation of 


them. | | . 888 


The prophet Daniel, in his visions, as well. as St. 
John the apostle 1n the Revelation, had always anattend- 


ing angel near, to explain the meaning of every thing he 
Saw that was necessary for him to be informed of. 
17 These great beasts, which are four, are four kings, 
| which shall arise out of the earth. 


18 But the saints of the Most High sball rake the 
kingdom, and possess the Kingdom for ever, even tor 
ever and ever. 

The time is very nearly come for the judgments of God 
10 be felt in all nations, and this part of the prophecy to be 
fulfilled in Europe: It is a warning to all princes and 
states, to honour God, and fear his judgments ; to live. 


in peace, and govern with mercy. | 
109 Then J asked him the meaning of the fourth beast, 
which was different from all the others, and excceding 


dreadful! whose teeth were of iron, and its nails of 
brass; which devoured, broke in r and stamped 
on the residue with its Foo 

20 And of the ten horns that were in its head, and of 
the other which came up, befote whom three fell ; ; even 
of that born which had eyes, and a mouth that spake 


very great things, hose look was more Stout. than his 


fellows. | 
' The beginning o the verse means the German Prin- 
ces; the rest of it the King of Prussia; he threatens 


and executes more, presuming on the unconquerable 


power of his army, than any of his equals. His being 
represented in the visions of God as a horn, with eyes, 
and a mouth speaking very great things, is an allusion 
to his military strength, quick discernment, and violent 
inclination to quarrel; always disputing for territory, 


pushing at or fighting against some nation or other. 


21 1 beheld, and the same horn made war on the saints, 
and prevailed against them. 


„ 25 1 ; 

For my entreatyy” the Lord God has bicacyland to 
niepend this part of the prophecy, the latter part of the 
twentysfirst verse, that of allowing the King of Prussia 
to prevail against the righteous, and govern them with 
great oppression, under the Seer on 0 ee for three 
n and a half. | 

22 Until the Ancient of Days came, whey judgment 
was given for the saints of the Most High, and the time 
came that the saints should possess the Kingdom. 
23 Thus he/said; The fourth beast will be the fourth 
kingdom on earth. (The Emperor will reduce, under 
his subjection, all Germany, the neighbouring states, 
and all Italy, to form this great kingdom) which will 
be different from all the other kingdoms; (meaning the 
other great kingdoms or monarchies, shewn in the vi- 
sions; which are, England, Russia, and France.) It 
will try to devour the whole earth, tread it down, and 
break it in pieces. | 

24. And the ten horns, out * kiln kingdom (ching 1 
the German electors, before they are destroyed by the 
Emperor) are ten kings which will arise; and another 
will arise after them (meaning the king of Prussia, who 
is an elector; he will be different from the firnt, and will 
subdue three Kings. 

When the King of Prussia opposes the Emperor, he 
will also at the same time follow his example, which 
will soon now begin to manifest itself; indeed, the in- 
terval of time between this and them is but abort; for 
all things are hastening fast, and concurring in their 
operations, to extend the war, and give the prophiery its 
full recorded course. 

25 And he will speak great 0 against che Most 
High, and will wear out the saints of the Most 
High ; and will think to change times and laws: and 
they will be given into. ona hand, for a time, and _ 
and the dividing of time. | 

The beginning of this verse means: babe King of s 3 
sia, speaking in -blasphemy against God, threateniug in | 
great words, as if he possessed the whole power of hea- | 
ven, to conquer and destroy, with his army, all cities — 
that do not open to him, and all men that oppose his | 
designs. This was exactly fulfilled by the Horn, when jk 
he entered France in 1792; the proclamations which he 
— at that "_ are- OTE dug against 9 
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presumption for his great army, and violent threats to 
destroy cities, and cut innocent men to pieces. g 

Change times and laws: the meaning of which is, that 
what God decrees is his law, and this prophecy contains 
it; an opposition by the King of Prussia to what God 
has decreed shall come to pass, his endeavouring by force 
of arms to stop the course of the prophecy, and change 
the decreed time for it to be fulfilled. The King of 


Prussia, by threatening, with the great strength of his 


army, to build up what God, to fulfil this prophecy, has 
thrown down ; to restore that monarchy in France which 
God, to fulfil his recorded judgment in this prophecy, 
has removed for ever; — is the meaning of— And he till: 
thin to change times and laws. ©, e 


And they will be given into his hand for a time ad - 


times, and the dividing of time. The meaning of which 
is, that the King of Prussia, although acting in op- 
position to the will of God (for every man that reads. 
the Scripture, and believes it to be the book of truth, 
possesses from that moment a knowledge of good and 
evil, of right and wrong, of what is merciful, and what 
is cruel, of what is pleasing to God, and what is of- 


fensive) is permitted to wage a war of injustice against 


the righteous for three years and a half; during which 
time, according to the prophecy, he would conquer and 
destroy great multitudes of them. But my prayers pre- 
vailed with God, even against his own recorded judg- 
ment by Daniel, for I beseeched him to oppose the un- 


just designs of the king of Prussia before he invaded. 


France; after he had, to suspend the prophecy, and for 


my sake to turn him back. The Lord God spoke to me 
in a vision, at night, and said“ He shall go out of 
France with shame and confusion.“ | 954 


This promise was fulfilled in the year 1792; for, 
soon after the Prussian atmy entered France, God led it 


into such difficult places as to endanger its safety; he 


also sent the visitation of a waſting ſickness, that forced 
it to go away, ashamed and highly disappointed. Al- 


though the other parts of the prophecy must necessarily 


be fulfilled to accomplish the purposes of God, and the 


destruction of the Prussian monarchy, the king cannot 
conquer as the judgment intended, but he is permitted 


to oppose, sometimes defeated with shame, and some- 


times encouraged by deceitful success; until his armies 


, $48 


. 27 4 
become weak, and the Bear becomes strong; until the 
proper time arrives for him likewise to fall. 
26 But the judgment shall sit (it ought to be, But the 
judgment Shall take place) and they shall take away his do- 
minion, to consume and to destroy it to the end. | 


The King of Prussia will have his country destroyed 
by fire and word ; his power will be taken away, and 


also his lite: the government will be changed, and the 


monarchy will be abolished for ever. 
In the year 1792 I sent the commands of God, as s they 


France, desiring him to return home, and have nothing 
to do with the people of that country; for the change 
of government taking place among them was determined, 


— the unalterable judgment of God, in the Scripture Tut 


of Truth, might be fulfilled : reminding him, at the 
same time, as à corroborating testimony, that what I 
wrote was from God, of the monitor that entered his 
breast, and 80 powerfully struggled with his inclination 
to keep him back from war, that, when he positively re- 


solved on it, reproached him strongly with the injustice. 


That intelligent, internal monitor, was in truth no 
other than the compassionate spirit of the living God, 
striving, to the last moment, to save a falling man from 
the dreadful effects of his own judgment: but the King 
of Prussia despised the blessed intimation, and resolved 
on a war; that if there was no knowledge of God in the 


world, no part of human reason could find the least | 


colourable pretence to justify. 
At the time of my writing to the King of England, 
relative to the King of Prussia, I informed him, as I was 


commanded, of the certain failure of the combined 


armies of Prussia and Austria, 
27 And the kingdom, and dominion, and the great. 
ness, (meaning the power of all the kingdoms under the 


whole heaven,) will be given to the people and saints of 
the Most High : his kingdom 1s an everlasting kingdom, 


and all dominions must serve and obey him. 
This is that real kingdom of heaven, of Christianity 


in practice, to believe and obey God, which was com- | 


manded by Christ, to preserve the soul of man, and a 
due knowledge of himself; preached by the apostles, 


and through them the "MIU AR A of it laid i in all nations ; ; 
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were given to me by reyelation at night, to the King of 
England, for the King of Prussia, before he invaded 
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il 


1 5 
though determined from the first transgression of Adam, 
and began more than seventeen hundred years ago, with 


all the materials ready prepared, from the multiplied in- 


terruptions of war and other causes, incident to human 


kingdoms, like the second temple of Jerusalem long 
in building This mighty structure is nat finished yet. 


This is that stone, cut out without hands, mentioned by 
the prophet Daniel, in his second chapter, 34th and 3 5th 
verses, which breaks the head and the feet, the gold 
and the silver, the brass, the iron, and the clay, of 
the great image of human power to pieces: and this is 


that kingdom, mentioned by the same prophet, in the 


44th verse following, which is to break in pieces and 
consume all other kingdoms; but which is to remain 


itself for ever. The name of this universal kingdom is 


Peace; it has the blessed Gospel for its government, 
and the:Lord-God, fer its King 6 016 
As I knew, in the beginning of 1792, that the King 


of England would enter into this war, and by doing $0 


fall under the same judgment from God as the other 
monarchs $shewn in the vision, unless I could, by a just 
explanation of the prophecies, persuade him to remain 


at peace; he will, I trust, with the queen and minister 


of state, do me the justice hereafter to acknowledge, 
that the danger was fully communicated; and that I 
did not cease in my endeavours to prevent him from 
joining in the confederacy against France, not only for 
a long time before he intended it, but also after he had, 
even till the designs of government were ready to be 
executed, by open preparations for hostilit . 


If this war was like any which has preceded it, a 


prince might, as usual, sit down at his leisure, and cal- 
culate, from his successes, how long to carry it on; or, 


by his defeats, how soon he must leave it off; but the 


death of Louis XVI. and the revolution in France, hav- 


ing proceeded from the recorded judgment of God, the 
two things which have occasioned it, and which have ren- 


dered it 50 entirely different, thai its consequences are already 
determined, will be the same to the monarchs engaged in 
it, as it happens to a man unexpectedly caught in a large 


trap, on forbidden ground the pains of death convince 
him of transgression before his eyes could warn him of 
the danger. | | . 


. 


the nations engaged in it in great distress, and- nearly all 
the princes of Europe in death. As I knew all this a con- 


and distress, more than is proper now to publish, for en- 
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ry 
F N 
1 St { 29 


I know the judgments of Gods by chem I am directed; 
* revelation and through his holy Spirit I write. To 
fulfil, then, the seventh chapter of Daniel, and such 
parts of the revelation as mean the present time and the 
same things, the war now carrying on will involve all 


% 


siderable time before the war, I set my heart and my mind 
to intercede with God, although! it was against his re- 
corded judgments, to save the king, and pure the country  - 
I live in: I succeeded with God, and obtained an "offer 

of mercy; _ could not with man, to believe and 6 dog 

r Ne 

1 wish well to the king and queen, and likewise ade 
family; to know all that 1 have related, and more than [ 
I am permitted to tell; to know the unavoidable death | 
of him, and afterwards. the certain destruction of an ami , 
able woman and her children, would, I thought, be a g 
crime to reproach for ever the feelings of my heart, if 1 y 
did not implore, when I knew the great kindness that = 
God had for me, and endeavour, by all the means in wy. 7 
power, to prevent it. 

But in doing this! 1 subjected myself to the power 
of human laws, when, indeed, I had the choice to make 
chem subject to me; for if 1 had not become an inter- 
cessor, by prayer and supplication for the people I live 
among, I should have been sent away from London. Its 
fall would soon after take place; and then my revelation, 
as the next great thing to warn the world, would imme- 
diately succeed; bur, preferring its cafety to my own 
immediate advantage, although informed at the time that 
the peaple would not believe ; that 1 should be despised, and 
made 5uffer ; J obtained its pardon at the risque of my own 
lite, and determined to remain in it until my time to Ve 
revealed was entirely completed. 

I find, ves, I feel by dreadful experience, that all men 
are insensible to the consequences of those judgments, 
recorded in the Scripture, and are also exceedingly har- - 
dened against believing their true interpretation and time 
to be fulfilled. That L have suffered, by imprisonment 


treating, zoben I Was told that my entreaties Were contrary to, 
/he prophecies, to save the king and his family; London 
and its inhabitants, from recorded destruction; God, 


Ce 3 


vo is more generous to give mercy than man is grateful 


to believe and accept it, is by all this revealed knowledge 
of his prophecies my witness now, and will, in due time, 
in a short time, be additionally so, by terrible signs and 

mighty wonders. 
J have said, in the first book, that the fullfilling of 


the judgment of God, however destructive they raight 
prove to the nations or governments, which they are di- 


rected against, would not affect my personal safety, nor 
operate in the least to my prejudice: my elevation is 
recorded in the Scripture, and established by promise to 
myself; besides, I am not mortal to human power. 
But although I am to be great, far above any prince an 
earth, and cannot be destroyed by man: although the 
fall of governments and ruin of nations, will not be al- 
Jowed to affect my personal safety, nor operate in the 
least to my prejudice, I will not provoke, any, buc en- 
deavour, by a peaceable conduct, civility, and fair words, 
to make all men believe. 
My earnest desire and prayer to God is, that as he 
hes given me a pre-eminence of favour to all men that 
were ever upon earth before, I may be able, altboygh 1 
Baue been in prison, insulted and despised; although my zeal 
is broke, and my inclination altered, to save in this country 
one person as another; the king, as well as myself; the 
rich, as well as the poor; all without distinction. For 
which 1 request all men to meditate on the present times, 
and consult with themselves by their knowledge of the 
Scripture, by comparing the leading features of what 
ruined other great nations unexpectedly, to what are now 
as Suddenly opening to human view, and what are as 
unexpectedly coming to pass in the world; of the judg- 
ments and prophecies to be fulſilled, which every man that 
| has the spirit of convict ion to believe, and an understand- 
ing to discern, must plainly perceive that the convulsed 
state of Europe, as it now presents itself, is one of their 
visible features; and that the sudden great war which oc- 
casions it, Multi iplying still as it lengthens against all forcible 
endeavours, decelving when least expefled, aud turniag the 
prudent foresight of the wise politician to his 0Wn ruin, is either 


the forerunning sign of general ane or zome other 


n and mighty C. 


—_— OO 


31 J 


Some of the prophecies which mean myvelf, and which I an 


commanded to insert. 


THE pROPHET ISATIAH. 


. | CHAP« iv. 


1 And in that day, seven women shall take hold of 
one man, saying, We will eat our own bread, and wear 
our own apparel ; only let us be called by thy name, to 


take away our reproach. 


The man alluded to by the prophet is myself, and the 


time of the world is just now come. Remember that the 
seventh chapter of Daniel, and the sixth of the Revela- 
tion, are now fulfilling; remember, likewise, the second 


chapter and 24th verse of Haggai; by all of which, 


thrones are to fall, nation to be turned against nation, 
army against army, and man against man, until the earth 
is wasted of her people. By this great destruction of the 


human race, millions, millions of women will go to the 


grave widows, unmarried and barren. 


The war is now, compared to what it will be in future 
as four or five houses on fire, is to a large city set in 
flames by them: which all the arts and invention of the 


world, which all the force of power and political foresight 
cannot quench. It is from the great scarcity of mankind, 
which the war will oceasion, that the prophet represents 
50 many women as taking hold of one conspicuous and 
particular man. ee | 5 

2 In that day the branch of the Lord will be beautiful 
and glorious, and the fruit of the earth will be excellent 
and comely for them which are escaped of Israel. 


3 And it shall come to pass, that he which is left in 


Zion, and he that remains in Jerusalem, shall be called 
Holy; even every one that is written among the living 


in Jerusalem. Nl | e 
4 When the Lord has washed away the filth of the 
daughters of Zion, and has purged the blood of Jerusa- 


lem from the midst of it, by the spirit of judgment and 
by the spirit of burning. Rn | 


* 


This verse alludes to rhe Jews after their restoration, 


and to Jerusalem in the latter time of the world, when 


rebuilt and inhabited; the Jews will then acknowledge 
Christ for their Messiah, and through the sancxification 


of his bless ed Spirit they will be eleaned from sin. 
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5 And the Lord will create upon every dwelling-place 
of mount Zion, and upon her assemblies, a cloud and 
smoke by day, and the shining of a flame of fire by night; 
for upon all the glory (meaning the people) shall be a 
defence. 


6 And there shall be à tabernacle for a shadow in the | 
day time from the heat, and for a place of refuge, and for 


N 2 covert from storm and from rain. 
This is a figurative representation of the peace and 
safety of the Jews under the 1 of God en abe 
een to Fa, in 700.5 f | 


wry AOR HAI. ESDRAS. 
. CHAP, FEE 


NP Then: 1 heard a voice which nd to me, hou Dn 
20 thee, and consider the thing that thou seest. 
37 And I beheld, and lo, as it were, a-Roaring Lion 
chased out. of the wood ; and 1 SAW Wat he sent out a 
man's voice to the eagle, and said, 
This Roaring Lion, as it were, chased out of the wood; 
means myself: who am now forced out of concealment 
by divine command to rebuke the eagle; not her only, 
burt the other princes likewise, if they will not believe 
8 what I write, and try to save themselves from the judg- 
j | ment of God, by sparing the effusion of human blood. 
9 This must necessarily be done to fulfil. the prophecy, 
| 


„ £ 


(For it is a true one) which is fully accomplished on. my 
part by an explanation of the seventh chapter of Daniel, 
and declared aloud to the world by the eee of it 
a "I in this book; 
Peace being requested from God, and a suspension of 
his judgments offered through me, I earnestly request 
alh the princes of Europe to forsake war, that they may 


. happiness. 


Shall say to thee; - 
309 Art thou nor it that remainest- of the Foie Wain 
whom I made to reign in my world, that the end of their 
times might come through them? (Instead of the word 
them, it should be, as it was in the original, Thee.) 
20 And the fourth came, and overcame all the beasts, 


- 


enjoy the substantial Mens: of long mY and ever 


38 Haar thou, I will talk with thee, amd the bighes: 


chat were past; - and had power over the world with great 


IP" SE . 


2 


Said, in plain words as one man would peak to another; for 


5 CP. 


fearfultiess, and over the whole compass of the earth with | 
much wicked oppression : and 80 long "tithe dwelc he? 
upon the earth with deceit. Mee =_ 

41 For the earth hast thou not) Judged wi Wi Fa, 1 

42 For thou hast afflicted the meek, thou has der - 
the peaceable, thou hast loved Tiars, and destroyed the 1 
dwellings of them that brought forth fruit, and W Bi = 
down the walls of such as did-thee no harm. Fights po 

43 Therefore thy wrongful dealing is come to the 
Highest, and thy pride to the Mighty, * #4159 10 1h.) 

44 The Highest al also has looked upon the proud times, 4 
and { behold, they are ended, and their Wannen are 
fulfilled. 

45 And therefore par no more, thou eagle : nor 
thy horrible wings, nor thy wicked feathers, nor thy ma- 
licious' heads, nor thy buttful claws, nor all = FRA, 
body | 

45 That all this earth may bs refileddbs; and — re- 
turn, being delivered from thy violence; and that she 
may hope for the JO and NT, of him thax 
made her, | 
4 CHAP. X11. ; 
10 And he said to me, This 1 is the interpretation of the 
vision 

11 The eagle, whoal thou saw come up from the sea, 
is the kingdom rhat was seen in the vision of thy brother 
Dine”! 5: 

12 But it was expounded t to him, therefore now de- 
clare it to thee. 

have inserted these verses not only as a demonstration 
of their truth, but like wise to shew the intimacy between 
the visions of Esdras and them of Daniel. A 

Moreover, when God was communicating by revela- 
tion at night a knowledge of this prophecy to me, he 


it is in that manner all knowledge of what I write is firs Te- 
vealed to me.): I passed by this part with Daniel.“ It 
was mentioned as a confirmed certainty to me, chat the 
prop heey of Esdras was given from a true vision. 
31 And the lion, whom thou saw rising up out dt the 
wood, and roaring, and speaking to the ea le, and re- 
buking her for her unrighteousness; with be words | 
which Wour hast ain 91 15 H1g3 4 5 


F - 


1 


32 This is the Anointed (meaning ei as prince 
of Israel) which the Highest hast kept for them, 
and for their wickedness to the end: he shall re- 


Prove them, and shall upbraid them with their cruelty. 
3 For he shall set them before him alive in Judgment, 
and shall rebuke them and correct them. 

For the rest of my people shall he deliver with mer - 
cy, those which have been preserved upon my borders, 
and he shall make them joyful until the day of judg- 
ment of which I have nds to thee Wees che Regen 


ning. p 


3 N CHAP, XIII. 
i Ry * 5 This i is the meaning of the vision, whereas 7 
| 5 saw a man coming up from the midst of che sea. 

26 The same is he whom the Highest has kept a great 
season, which, by his ownself, ( meaning in his own per- 
son,) shall deliver his people; (meaning his people the 
Jews) and he shall order them that are left behind. 

I am the man alluded to in this chapter ; coming from 
the sea, in the twenty-fith verse, is to signify that I Should 
as the person meant, live on the ocean. I have; having 1 

| been in the Englich navy; but am now rising from it, to 1 
+ fulfil this prophecy, that of Isaiah, Haggai, Jerimiah, 8 
Ezekiel. Daniel, Mallachi, and part ot the Revelation to 
St. John like wise. For I was necessarily engaged with 
the sword, to fulfil the recorded judgment on the mo- 
3 narch I am to represent; and professionally a seaman, to 
wo __ fulfil the visions from God in this prophecy. 
] . 27 And whereas thou saw, that out of his mouth. there. 
came, as a blast of wind, and fire, and storm: 
28 And that he had neither sword, nor any instrument 
of war; but that the rushing in of him destroyed the 
whole multitude that came to subdue. him. This is the 
interpretation, 
29 Behold, the days come when the Most High will 
begin to deliver them that are on the earth. _ 
30 And he (his means Christ, but the next Vere, myself. 
For 1 am, now his prophet. and MesSENRer : : the branch of his fa- 
mily alluded to, and the desigued 5ignet of peace for all nations ; 
the prince ordained to govern. visibly for him in his. city, and 
on his throne; therefore, he being God, Lord, and King, 
* me to Eras, as he uid to St. * , nee e c 
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renting, and: Shiritually called under Mie; name of his won, bes 
cause universal dominion, as his empowered visible ee 
tive, immediately under himself, next to himself will be | 
to me) shall come to the astonishment of 55 that al ell 
on the earth. 

31 And one shall undertake to fight against another, 
and one city against another; one place against another, 
one people against another, and one realm against ano- 
„ 

32 And the time shall be when these things sball come 
to pass, and the signs shall e which I shewed thee - 
before, and then shall my 50n be declared, whom thou 
saw as a man ascending. 

33 And when all the people hear his voice, every man 
shall, in his own land, leave che battle they have one 
again t another." 

34 And an innumerable multitude shall be ; gathered 
together, as thou saw them, willing to . Tf to over- 
come him by fighting. 

35 But he shall stand upon the in of mount Sion. 

36 And Sion shall come, and shall be shewed to all 

men, being prepared and builded, like as thou saw the 
kill graven without hands. 


37 And this, my son, shall rebuke the wicked inven- 


tions of those nations, which for their wicked lite, are 
fallen into the tempest; 

29 And $hall lay before them choir evil thoughts, and 
the torments wherewith they shall begin to be tormented, 
which are like to a flame: and he shall destroy them with- 


out labour, by the law which is like to fire. 


I recommend it to every person tiat reads this book, 
to take the Bible, and read from the beginning of the 
thirteenth chapter to the thirteenth verse, as it means 
myself: and likewise of the sixteenth chapter, from the 


_ eighteenth verse to the thirty-sixth, as it corroborates the 


prophecy of Isaiah, Daniel, and Haggai, relative to the 
immediate, and just now approaching, time of the world. 


rn OF THE REVELATION. . 


CHAP, V. | 


The book means the prophecies ended to 1 
cealed until this time of the world, whĩeh is the time they 
relate to: its seals, their spiritual lock or n. 


* 
- 


Ig; 


are begun to be fulfilled : 


41 e 


. the Revelation was given to St. John a Fg 
time after the death of. Christ, not to commemorate those 
things which were before, which were fulfilled, and which 


were known before the time of writing it; but to record 


those things which are to be in future and which are to 
be fulfilled: according ta the words of God, declared in 
the fourth cha ter, and first verse, which are, Come 
up hither, and I will shew thee the things which must be 
hereafter.” They were shewn to him in heaveh, under 
such wonderful, such incomprehensible similitudes, in 
Visions, as to Seal their meaning a perfect secret, until 
the time of the world alluded to came, when the designed 
spiritual person (for no man can be a prophet of Christ, 
now under Christianity, and speaking through the Holy 
Ghost, his spicit, without bearing some similiarity to him- 
self in meekness and compassion; witness the apostles) 
Fee be revealed, to open the scriptural seals, and 1 
own. the,s secret prophecies aaa, hem in the hook... 
"i es CHAP, vn ; | | 
Th four first seals are opened, and the covering of se- 
ereey is removed; the, judgments which are to punish the 


world for transgression, by rising nation against nation, 
and man against man, are gone forth, Siritually under the 


gimilitudes expressed in this chapter, to the eight verse, and 
the concealed meaning of the 
Prophecies, which have been carefully preserved so for 
me until the present time, are now declared; the spiritual 
seals are opened, the contents of the spiritual book, which 


they shut, is known, and a revealed knowledge of it pub- 


highes 1 in this visible book, for the god of all mankind. 


The Lord God commands me to 8 the kind- 


ness of a poor woman, that brought me a three-penny 


Joaf each weck, every Monday morning, when I was in 
Prison: : Her name is Isabella Wake, T he prison is News 
85 man that died the day before, of a bad fever, and 
from neglect, for the want of proper noutishment, as I 
was told, made a vacancy in a room, with fourteen poor 
men, little air, and much crouded, for me to come into 
bis er 

„ de mall, very mal pennyw6uth of brad with water 
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only, except one day im the week, when there are a few 


ounces of beef, for twenty-four: bours, is barely sufficient 


to keep life and body together. The prison is very close; 
there is not room enough to promote health, by the ne- 
cessary exercise of walking, there are no coals allowed 
for fire, nor candles for light. There is no bed to lie on, 
nor blanket to cover one: The poor are entirely destitute 
here, ics 

When che — ww prisons, . the treatment of 


prisoners, is required for public information, it is from 
the poor man, Whose health is injured by confinement 
who has to draw his little air through a small iron-barred 


window, who has but a small pennyworth of bread al- 


lowed for the whole day to live on, that a true account 


is to be received; but certainly not from the officers, 
keepers, and contractors, who live in plenty; whose emo- 


luments swell in proportion as the prisons grow crouded. 


Therefore be no longer astonished that London, in one 
part of the Revelation is called under the name of the 
great city, for, She is the greatest city in Europe, and the 
richeſt in the worla; in another part she is called Sodom ; 


and in a third, she is, as well as Rome, WY called 


Babylon the Great: | 

No man, who has any nid of God, can gy 
say, that London is without guilt, and ber people are 
without sin; when her streets are full of vice, and ber 
prisons are full of Were 


ST. MATTHEW. 
CHAP xxx. 1 


37 Then shall the righteous answer him, saying, 1 


when saw we thee an hungred, and ted thee? or thirsty, | 


and gave thee drink ? 
38 When saw we thee a stran ger, and ook theein? 


Ir naked and clothed thee ? 


39 Or when saw we thee Sick, or in prison and came 


9 And the King will answer, and say to ern, Verily 
say to you, in as much as ye have done it to one of the 
least q these my brethren, ye have done it to me. 
ISAIELLA WAKE, this is the recorded testimony 


of your werlasting life, which 1 am commanded to give 


in this bo now, and to repeat it at my revelation. 


1 38 J 
| Moreover, I will provide for you: : and although.I am 
now poor, without house or servant, I shall soon have 
abundance, and be at the head of. the greatest nation on 
earth: In my palace you shall always have an TT, 
and at my table you shall always have a seat. 

I am commanded to acknowledge likewise the acts of 
friendship I received from Captain Hanchett, of Abing- 
don-street, which the Lord God considers as shewn di- 
rectly to himself; therefore his blessing is on you; and ( 

by his promise in the Gospel, your reward is great. | 

Moreover, I am commanded. to inform you, as well as 
for the benefit of your children hereafter, as yourself im- 

 mediately, that although your name is Hanchett, there 
is John Pitt Earl of Chatam, Sir Gilbert Elliott, and Charles 

Grey: you as well as them, the whole as well as myself, 
are of the Hebrews; branches of my own amm; and are 
descended from David king of Israel. 

All this has been told me by revelation, from the Lord 
God, in visions of the night. 

There are many of my faraily, which have heard of me, 
and with which the Spirit of God has given me favour that 
do not want either inclination or ability to demonstrate 
their friendship ; bur they are deterred, from a fear of 
offending Government, and from a fear of incurring: the 

imputation of guilt, by being generous. 5485 
; The pre-ordained and designed signet of peace for all 
1 nations, cannot do any thing that will ultimately tend to 
1 injure any prince, government, or individual : if they 
VN view his words in a contrary light, it is because they calcu- 
| late the furure by the past ; they know the things which 
my | were last month, but have no knowledge of those things 
which are to de the next. For all he does by writing, 15 
Oo to preserve the weak alive, and save the an, from fall- 
x ing down. 
= The weapons of his writing are not weak ind” carnal, 
1 but mighty and spiritual: when he is ordered to re 
pronounce the judgments of God, and withdraw his eye 
from pity, the great power of bis words will be feb to 
destroy, before their effects are seen to admonish ; hen, 
fleets, armies, princes, governments, and nations must 
implore the God of heaven for mercy, and receiveit like- 
wise; or they will, all that remain from the gvord, be L. 
ut oc wp the e sudden and irresistible * _ We 
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ü PROPHET MALACHI, | 


* exp, v. | 
5 Behold, 1 will ſend you Elijah the e be- 


Fit the coming of the unt and ee day of the 


Lord. 1 

6 And he ſhall turn the — 5 of the Sales to tha 
Ab, and the heart of” the children to their fathers, 
leſt I come; and ſmite the earth with a curſe. 


The Elijah, mentioned in this chapter, and the meſ« 


ſenger, mentioned in the firſt verſe of the third chapter, 
mean two diftin& perſons. © The one was the immediate 


meſſenger of Chriſt, when he came for the ſalvation of 
mankind ; the other, his recorded prophet, to pro- 
nounce his judgments, and warn che world, before 


he comes to deſtroy it. 


his is that great prophet, alluded to in the laſt 
chapter, under the name of Elijah, and not St. John 
the Baptiſt: he will poſſeſs the Spirit of God equal to 
Elijah, and have the power of his fire in the ſame man- 
ner. He will turn the hearts of the fathers to the 
children, and the hearts of the children to the fathers: 


that is, he will ſuppreſs war and violence, which ſets the 
old againſt the young, and the young againſt the old. 
He will command peace, and by the great power 
given him from heaven, enforce an obedience wheye- 
ever he comes. : 


The appointment of this peopher, being 1 to--invite 


firſt, and campe] after, all nations to come into the 


kingdom of peace, as a neceſſary preparation to meet 
Chriſt, when he comes to viſit and judge the worlds; 


Saint John the Baptiſt, for being appointed to prepare 2 
for Chriſt, preaching the ſame kingdom of peace, and 


promiſing, Fs. baptiſm, mercy to all that would believe, 
is the real and very reaſon, that Chriſt, it the eventecuth 
chapter or St. Matthew, calls kim Elias. © 
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At a e cine 1 L was entreating God to spare . 
London, I mentioned no man by his title: but when 1 
was writing an account of it for public information, he 


said to me unless you write their titles, they themselves 
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wont know who you mean.“ It will appear strange, 
because I am not acquainted with any of the distin- 
guished persons alluded to; but I knew every one by 


some particular act that caught my approbation, and 


made me remember them then. It seemed as if God 


had done this on purpose, for he has often said to me 
Since, in visions and revelations at night, You must 10 


a wall of defence and safety to many a great man; 


nes even to some that despise you now. At char i | 


frer mentioning the name of William Pitt, I passed by. 
that of his brother; immediately after, the Lord God 
reminded me of it, and, in a voice of great softness and 

d nature, said, There is John Pitt, wont you men- 
tion him? You dont know who he is 7. frau,... 

In the year of 179 the Spirit of God begun firſt, 
(although I always had a presentiment of being some 


| time or other very great.) to enlighten my understand - 


ing, and teach me to diſtinguiſh right from wrong. At 


that time I was an officer in che navy, and conſidering 


that voluntary ſwearing, which I was obliged to comply 
with every fix months as a qualification to receive; my 
pay, was unneceſſary, unjuſt, and wicked, I requeſted'to 
be e. with permiſlion to receive it without ; ſtayng 
at the ſame time, the concealed and unbeeded cruelty of 


the oath, with my own reaſons for objecting to the 
form: when I was told, in anſwer to my requeſt, that 
there was an order of council to take the oath, and 


that it was not in the power of the admiralty to diſpenie 
with it. 

Soon after this I made another requeſt, ſupporting my 
objections to voluntary ſwearing, with obſerving, That 
if the order of council enforced an oath in any manner, or 


under any form whatever, and that the man it was di- 


rected to operate on, ſwore that he was not forced, but 
that the oath he took was a voluntary act 1he reſult of his 
or free wil-—would it not in the fight of God in hea- 
ven, and every man of diſcernment under hini on earth, 


amount to a falle oath * 


Theſe reaſons, with theſe objeCtions, and the letter 1 
received from the admiralty, ſtating their inſufficient 
power to diſpenſe with tneuſual form of ſwearing, | 
publiſhed at that time in che 9 Ong the . 
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Dotzgg the time of my writing officially to the admi- 


ralty 1 bad occaſion to write alſo to the preſident, whom 


| knew to be a member of the council; with the bufi- 


neſs of ſwearing which led me to make an application, 


] remarked to him, That as men, whether few in num- 
ber, or the encreaſed multitude of a ſenate were not in- 
fallible, they muſt conſequently be ſubject to error. To 
corroborate more forcibiy this aſſertion, and likewiſe to 
impreſs a conviction of its juſtice, I mentioned among 
other things a deciſion of the privy council relative to 


a native of Glaſgow, who had his ſhip ſeized in the 


Weſt Indies for an urdęſigned ee of the Nan 
gation act. | 

After a legal inveſtigation in that country, it was 
clearly proved and openly acknowledged, that although 
the apparent defect in the regiſter might authorize the 
ſeizure, it could not juſtify a condemnation ; becauſe 
the commander, like an honeſt man, ſhewed it at the 
Cuſtom-houſe, and received the en of the 
principal officer. 


An appeal was lodged againſt this acquittal by the 


ſeizing officer in the Weſt Indies, and brought before 
the Privy Council in England —the * was con- 
. 


To conſtitute a High Court of Equity, its members, 


to pronounce their judgment agreeable to that very name 


their exiſtence as a court is derived from, muſt be go- 


verned more by the intention than the preſumptive proof. 
But to conftitute a Court of Law, its Judges muſt be di- 
rected by the expreſs letter of the act of parliament 
under which. they officiate.. 


For example, two men go into a foreſt ; while the one. 
is fetching a' blow to cut dowa a tree, the axe flies from | 
the handle and kills the other: Here is a preſumptive 


proof of murder, and the law very juſtly brings. the 
ſurvivor to trial. But equity, viewing this circumſtance 
in a proper hight, declares. the innocence, and acquits 
accordingly. 

Another, and more loin to the ſeizure. . A man 
buys a ſtamp, to legalize a bond for the better ſecu- 
rity of trading with his money, or in plainer language, 
lending it on intereſt; to be certain that this ſtamp 


is warrantably juſt, according to the preſcribed forms 


of law, he ſhews it at the Stang _ where . it is 
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icknowledged to . good and ſafe: after this, i in con- 


ſe quenee of ſome defect, it. is declared Mn, "gp: 
holder ſubjected to a penalty. 


faculty of” diſtinguiſhing white from black, will agree 
with me in saying, that it would be repugnant to 
equity to fine the holder for a defect he had no know- 
ledge of as ſuch, and for whar was authoriſed by the 
very office of e e that always iſſued the 
' ſtamps. . 

© The law ſuppoſes criminality from the appearance ; ; 
but equity meaſures it from the defign. The one is 
external and viſible, provided many ycars before it may 
be wanted: the other is internal and ſpiritual, always 
alive in the heart of every judge that poſſeſſes prudence, 
learning, and penetration. 

When I was writing of theſe things to the Earl of 
Chatham, on my knees I made a ſdlemn vow to the 
Almigbty God, declaring that if he. would be pleaſed to 
enable me, I would moſt ſurely procure an indemnifica- 
tion for the poor man that loſt his ſhip. Since that time 
the Lord God has told me, by revelation at night, That 
he would. moſt truly enable me: for, if 1 liked, 1 ſhould 
be Prefident of the Council, and Chancellor of the Ex- 
chequer : I ſhould have any thing that I required. | Im- 

medlately after this, I heard another voice from heaven 
ſay, The Lord have mercy on them, if they had not you 


ww - for their friend. and counſellor ; for England is the Spi- 


% ritual Egypt mentioned 'in the 11th "ANON. of the 


{ Revelation to St. John. : 
1 After making the numerous repreſentations J have 


mentioned, the Earl of Chatham, with great propriety, 
acknowledged their juſtice ſo far as to eraſe the word 
VHoluntaty from the preſcribed form of ſwearing : but 
J was then reminded of the words of Chrift in the 


1 | -5th chapter, 34th verſe; of St. Matthew, and ſtrictly 
| commanded to obey them, 
"vl queſted from the Admiralty, and often repeated it, a 
[| | diſpenſing order that I might receive my pay wihout 
4 an oath ; but they would not grant it. 


So6n after this, I re- 


1 If the Earl of Chatham had ſhewn me the {mall dir 
1 aſked for, and certainly it would have been but a very 
ſmall one to him, he ſhould be held up to the world, as 
my friend, to be admired and regarded; he ſhould wear 


- 
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I believe every man on earth, that ta the common 


A 


„ yes 


ſuch 1 coronet as would 1 him as envy of 


princes; it ſhould be a coronet that no human Power” 
would-ever be able to remove. 

As the Admiralty would not give me that reaſonable 
indulgence, I requeſted,'as they would not ſhew me that 
kindneſs which, as men living by the navy, they might 
have done with caſe, and without prejudice to their dig- 
nity, I wanted for a bit of bread to eat: I was beſides 
treated ſo ill, as to he dragged to a workhouſe without 
any legal authority, againſt every remonſtrance I could 
make, and againſt every threat I could make uſe of to 
call them to a ſtrict account for the injuſtice. The Ad- 
miralty knew all this; they might have prevented it, by 
ordering what was due to me to be paid; but they would 
neither | prevent the evil, nor enable me to be liberated : 


they would not order the payment of what was due, un- 


til open falſehood was made uſe of to ſay I was out of my 
lenſes. It ſeemed as if they were under ſome. private 
apprehenſion, though pleaſed with my diſtreſs, of being 
charged one day or other in the eyes of their country 
with unfeeling cruelty, and wanted ſome kind of colour- 
able evidence to juſtify the proceeding. ; 

Hear, therefore, all nations, and be warned by it, 
what the Lord God has told me by revelation, and now 
commands me to write, that the 1 injuries [ received, be- 
cauſe done for obeying his word in the bleſſed Goſpel, 


| the remembrance of them ſhould never be blotted out 


from the throne of heaven. Moreover, he ſaid likewiſe, 
That he would ſhake the, Engliſh Admiralty as a man 
would violently bread in a baſket, until he looſed the 
foundations ot the earth, and ſhook the place in pieces. 


I Lam out of my ſenſes, in the opinion of the Ad- 


miralty, for refuſing, firſt to take an idle oath, ſecondly, 
a falſe one, and thirdly, to take any, Chriſt, the Saviour 
of the world, and him that Iſaiah the prophet calls 
Wonderful Counſellor, who prohibits by his Goſpel in 
the ſtrongeſt terms all kind of ſwearing, muſt, by the 
ſame rule of anne for giving ſuch pl command, be, 
out of his. | 

As the Quakers never few: and Gir objections to it 
are ſanctioned by a juſt indulgence 'of law ; they,. the 


king and parliament, for giving the indulgence, mals 


for the fame aßen zs I am, be out of theirs. jb 
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Chriſt 1 been abuſed at ODER; reproached 

with having a devil, being mad, and out of his ſenſes, 

makes it the leſs aſtoniſhing for me, that am his ſervant, 

to be reviled in the ſame manner : For which the Lord 

God commands me to remind ail men, from the teſti- 

mony of his bleſſed Goſpel, that the fin is blaſphemy. 

againſt his Holy Spirit, and that the puniſhment is 
everlaſting fire. 


It is from viſions and 6 and through the 
Holy Ghoſt, that I write this book for the benefit of all 


men: therefore, to ſay it is falſe, that I am mad, am an 


impoſter, have a devil, or am out of my ſenſes, con- 
ſtitutes the dangerous fin of blaſphemy. 


gr. MATTHEW, 
| n T1 


31 Wherefore I ſay to you, All manner of fin and 
blaſphemy ſhall be forgiven to men ; but the blaſphemy 
againſt the Holy Ghoſt ſhall not be forgiven unto men. 

32 And whoſoever ſpeaks a word againſt the Son of 
Man, it ſhall be forgiven him; but whoſoever ſpeaks 
againſt the Holy Ghoſt, it ſhall not be for given him, 
PEUReT 4 in this world, neither in the world to come. 


„F rd MATTHEW, 


CHAP. V. 


— 


22 But! ſay to you, that whoſoever is angry with bs 
brother without a cauſe, ſhall be in danger of the judg- 
ment: and whoſoever ſhall ſay to his brother, Raca, 
| fhall be in danger of the council: but whoſoever ſhall 
ſay, Thou fool, ſhall be in danger of hell fire. 

'To inſult any perſon, whether high or low, rich 
or poor, of whatever ſect or denomination, that 
preaches or writes through the Holy Ghoſt, which is in- 
deed the true Spirit of God, by ſaying that he is fooliſh, 
mad, ox poſſeſſed with a devil, conſtitutes the dangerous 
| fin of blaſpemy in men at this day, as well as it did for- 


| men! in the Phariſees, when they reviled Chriſt. 
As the good ſpirit may, by diligent attention, be eaſily 


e the evil, and the true prophet from the falſe, 
remember that no man, ſpeaking ar writing under the 
direction of the ur of God, can revile another, en- 


„ 0 ern . 1 
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courage acts of injuſtice, or diſturb ſociety, by pro- 


moting violence in any manner whatſoever. 

From the, Spirit of God flows all the good things 
which are neceſſacy to encreaſe the lite of man, and 
unite all nations under the Goſpel bond of Chriltianity 
and friendſhip g they conſiſt of love, peace, civility, and 
kindneſs ; by a ftrict attention to obſerve the good ſpirit 
that encourages theſe things, may be eaſily diſcerned 
from the evil one that oppoſes them. 


ST. PAUL TO THE EPHESIANS, 
. CHAP, IV. a 


29 Let no corrupt communication proceed out of 
your mouth, but that which is good to the uſe of edify« 
ing, that it may miniſter grace to the hearers. 

30 And grieve not the Holy Spirit of God, whereby ye 
are ſealed to the day of redemption. 

31 Let all hitterneſs, and wrath, and anger, and cla- 
mour, and evil Ent be pr away from you, with all 
malice. 


32 And be ye kind to one another, tender-hearted, 


. forgiving one another, even as God, for Chriſt's ſake, 


has forgiven you. 

The Lord Jeſus Chriſt, Ml better to prevent the com- 
miſfion of ſin, and the fall of man, for there is no ſaviour 
but him, begins with ſtrictly prohibiting the leſſer but 
poiſonous names of flattery and falſehood, that they 


ſhould not, by a frequency. of uſe, corrupt the mind, 


and encreaſe to the more dangerous ones of 1 
and rebellion. 8 


FIRST OF THESSALONIANS, e 
CHAP. v. 


19 Quench not the Spirit. 

20 Deſpiſe not prophecyings. 

21 Prove all things; hold faſt that which is od: 

22 Abſtain from all appearance of evil. 

23 And the very God of Peace ſanctify you wholly: | 
and I pray God that your whole ſpirit, and foul, and 
body, may be preſerved blameleſs to the Coming of 
our Lord Jeſus e | "HIT 
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| CORINTHIANS, 


\ 12 Mow we ave ad; not the pirit of the 
world, but the ſpirit which is of, God; that we might 
know the things which are freely given to us of God. 

I'3 Which things alſo we ſpeak, not in the words 
which man's wiſdom teaches, bur which the Holy Ghoſt 
teaches ; comparing ſpiritual things with ſpiritual. 

14 But the natural man receives not the things of the 
* of God, for they are fooliſhneſs to him; neither can 
he know them, becauſe they are ſpiritually diſcerned. 

15 But he that is ſpiritual judges all isst! ; yet he 
himſelf 18 e of no man. 


COLOSSIANS. 
| CHAP, 11. 
8 Beware, leſt any man ſpoil you through pbiloſophy 


and vain deceit, after the tradition of men, after the 


rudiments of the world, and not after Chriſt; 
No man ovght to advance the writings or opinion 


of another to affiſt his own, when what he ſays is proved 


to be in oppoſition to the words of Chriſt ; neither 
ought he to 80 back to the Law, which was for the 
Jews alone, in their own country, to look for a pre- 
cedent, to favour his deluſive method of reaſoning, 
when the thing he wants to juſtify is quite contrary to 
the bleſſed 8 0 of oy and falvation. 


The following are the words _ Sr. 8 in . ourteenth chap. 
ter to the Corinthians, which J um commanded to insert, as 
E juslly applicable to many at this time; when some, possessing 
all Spiritual knowledge, as they thought, exalted themselves 
against him, and ee the Spiritual truth of what he 


Said. * 


* 


P VERSE EXXVIL, 


If any man thinks himſelf to be a prophet, c or Miri, 
Jet him acknowledge that the things 1 write to 22 are 


the commands of the Lord. 


38 But if any man be ignorant, let him be Ignorant. 
That i is, if any man is not ſpiritual to diſcern the works 
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him not peak againſt them, becauſe he has not the Spirit 


to diſcern, faith to believe, or N 105 to com l 
their truth. N | 
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| GALATIANS, 


CHAP, 1. f p ; ; * g . _ $6 ' K 
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"3 1 Wk ye are ſo ſoon removed unt Him that 
called you into the grace of Chriſt tnother goſpel; . 

Which js not another; but there is ſome that trouble 
you, and would pervert the Gotpel of Chriſt. 


8 But though we, or, an angel from heaven, lh 


any other goſpel to you than that which we have r 
to you, let him be accurſed. 


9 As we ſaid before, ſo ſay I now again, if any man 


pręach. any other goſpel to you than that ye have received, 
let him be accurſed. 


SECOND OF THESSALONIANS, CS: 


- CHAP. the 


Seeing! it is a righteous thing with God to recompence 
tribulation to thern that trouble vou; 

7 And to you, who are troubled, reſt with us, ben 
the Lord Jeſus ſhall be revealed: from heayen, with -his 
mighty angels, 

8 In flaming fire, Gleitz vengeance on them that 
know not God, and that b not the goſpel of our Lord 
Jeſus Chrift. 

9 Who ſhall be puniſhed. ih everlaſting deſtruction 
from the preſence of the rt, and from the glory of his 
power. 

It is time to awaken all nations from their ſleep of delu- 
five ſecurity, by inſurming them, that the time alluded to 


by St. Paul, in his Second E piſtle to the Theſſalonians, is 


come; and that there is 2 great falling away from an obe- 
dience to the bleſſed Goſpel. : 


is great, and the time is come for it; he is now. allowed 
more power, becauſe ſin is encreaſed, to influence and 
deceive man than at any time ever before; ' f am the 
prophet to whom the miniſter of ſin was revealed; he is 
a ſpirit, and no man can ſee him in the open day. light, 


* 


of the Sp irit of God, let bim conceal his ignorance ; let. 


And likewiſe to inform 8 
them that Satan has been revealed; the age of the world 
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5 dels ſanCtified by the power of the Holy Ghoſt, and 
his eye- fight ſtrengthened for the purpole. | 
It is for this reaſon that I am the appointed witneſs 
for God, and his laſt recorded prophet, to warn all na- 


tions, and deſire them to My the bleſſed Goſpel of 
falvation. 


The following are Some more of the vistoxs, which God chewed 
me, and whick-1 am commanded to publish here. | 


| 


IN the month called July, 1791, I was in a 1 viſion, 
and was carried away, by the Spirit of God, to the ſea 
coaſt, in the Englith channel—a new ridge. of unknown 
land was brought in an inftant plain to my eyes, while 
the finger of a hand wrote, in large capital letters, with 
great quickneſs, and a voice Pronounced twice from 
heaven at the me time, | 


 SWEDE, SWEDE ! 


After this I was in a viſion in the oink of January 
1792, and was carried away by the Spirit of God to 
Sweden, when I was made look through a window in 
a room; I did, and ſaw a man walk from the fide of a 
great chair, leaving it empty. I could not ſee his face 
as he went away, and although I could not, nor per- 
ceive that he had committed any crime, I thought with 
myſelf that he had been doing wrong. Immediately 
the angel that ſtood by me ſaid, The chair means the 
chair of ſtate; and that man you ſaw will make it 
empty. The King of Sweden is delivered over for death, 
and that 1s the very man that will ſhoot him. 

Ihe prince of Orange is cloſely purſued likewiſe, but 
he is not delivered over yet. 

After this I was in a viſion, and ſaw the Pruſſian eagle 
perched on a chair of ſtate ; ſoon akter, on a ſudden, I 
ſaw the chair, the houſe, and the whole city where the 
chair ſtood, in flames. The angel that was near me, 
ſaid, He is likewiſe purſued now. 

After this I was in a viſion, and the Lond God talked 
with me, and faid, I give you the life of the Swede ; 
but know this for certain, that if you prevent his death, 
the man himſelf will not believe there was any danger 

of it. And when you write hereafter of things in this 
x country, you will be called au 1mpoſter, a fool, "ng A 


BT os 
| kar 3 you. will. be impriſoned, and treated very iI. wits 


1 ſee this, it will make me angry; I will then mann to 
5 kill the people, and I will furely deſtroy this city. 


| For -which J gave no public information to en the 
ik king of Sweeden, and prevent his death. Had this man 


lived, he would have commanded the German army 
2g6inſt' France; his private plan was to go through Nor- 


1 mandy, cloſe. by. the; ſea-coaft; to be ſupplied the eaſier 
| with proviſiogs from England, and endeavour, by all 
| poſſible means, to take the harbour of Breſt. 

7 le ſaid to himſelf, in his own cloſer, This is wes 

a 4 will purſe; it will be giving a mortal blow to the 

N French navy, and getting a lafe baden for qr Oe. 

h ſhips. 


Lord God, and which I communicated, to the queen and 
minifter of ſtate in 1792, ſome lime before the provinces 


of hoſtility againſt the preſent government of France. 
In the month of April 1793, L was in a viſion, and was 
carried away in the ſpirit of God to Ruſſia, where I ſaw 
a Bear ſtop and reſt itſelf under a large tree; ſoon after I 
beheld a man, that lay concealed among che branches, 
drop down ſoltly, and with a ſharp piece of iron, which 
be held in his hand, tab the Bear; pronouncing, as he 


have caught you at laſt. 
I know by revelation Sons chi Lord God, that this Vi- 
Mon means the preſent empreſs of Ruſſia; for which, being 
permitted, I give her this warning. 

Let the death ofthe. kings of Sweeden and France, 
which is but a little time paſt; the death of the king, of 


wr are purſued ; convince the princes and the people of 
7 


of Haggai are now fulfilling. 
N, At a former time when the Lord God was inſtructing 


K 4 me in a knowledge of the laws and other things relative to | 
F the nation l am appointed to govern, he ſaid, in a viſion 


ih ; of the night, When I bring princes and people from all 
ws nations to bow down to you; ben 1 begin to exalt you 


4 above the kings of the earth—Be ſober, be mode 

4 * reaſonable. And immediately after he added, .You may 

<Q inform the king of England that I call you my * 
G 


All. this v WAS. dads ee ta me ie by „ the | 


of Brittany and Normandy ſhewed any open N | 


did ſo, I have watched a long time for you, but now I 


Spain and another, which will ſoon take place, for they 
Europe, thax the ſeventh chapter of Daniel and the oe 
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"On the 3d of March, 1594, I'was in a vifion,and faw 


the ſun in its full ſtrength, clear and high up in the fir- 
mament: ſoon after I ſaw another ſun riſe on a ſudden, 


| equally large as the former, and ſtand cloſe by it; both 
| hone with equal brightneſs, and the laſt as well as the 


firſt, enlightened the world. 


% 


After the firſt diviſion of this copy was ſent to be prin- 


ted, and even ſome of it done, the printer was adviſed 
not to do it according to my form; for, if he did, pro- 


ſecution, impriſonment, and perhaps hanging would be 
the conſequence to him. For which the Lord God com- 
mands me to keep back the additional information that 
otherways would be given, and terminate the book. 

I have ſaid already that the fixth chapter of the Reve- 
lation was now fulfilling : the four firft ſeals are opened 


and the covering, which kept the meaning of the prophe- 


cies a profound ſecret until the peſent time, is removed: 
the recorded decrees are held up, and God himſelf com- 
mands a knowledge of their contents to be publiſhed for 
the good of all nations. But if I cannot have the com- 


mands of God, anda knowledge of his judgments, prin- 


ted exactly as I write, how is this extenſion of mercy to 
be known over Europe, and the people of London infor- 
med of any danger that is paſt, or any danger that is to 
come? All the prophecies in the Scripture were given 
through men : the Ninevites were warned through one. 
Hov is the king to fave himſelf from that recorded, de- 


termined and unavoidable death, which all the powers of 
armies cannot prevent? How is London and the parlia- 
ment to be ſaved, when they are recorded in the Scrip- 


ture of truth to be deſtroyed ? How is England, Europe, 
and moſt parts of the world to be ſaved, when they are 
recorded to he filled with blood by war, and to be made 
deſolate for ever by earthquakes, if the perſon I employ 


is deterred, by the fears of profecution and evil from 


rinting the full copy, exactly as I gvie it? 


The king of Egypt and his people were deſtroyed Sobuaſe 


they would not believe Moſes but the king of Nineveh ; 
and his people were ſaved, becauſe they did believe Jon- 


nah. and reform. 


The king of England; the chancellor of the Exchequer, 


ſecretaries of ſtate, other members of adminiſtration and 
as many members of both houſes of parliament, as my 
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| ablity wilballow ; the biſhops; Judgey and all * foreign 


We in London: J will have a book sent to each. 


On account of my peng inſulted, deesuſe bis Joins do 
not believe in the firſt book, by a public acknowledgment 
of it, the Lord God commande me to remind all men of 
what is wrote in that book, and to ſay that as the Jews do 
not believe in Chriſt, it cannot be expected that they will 


in me; neither are they, until I am revealed in a ſimilar 


manner to Moſes in Egypt, but with the additional power 
of fire as his ſign, to make them. 


The night before I bad finiſhed this book fot 5 


preſs, the Lord God ſhewed it to me in a viſion, ready 
printed, holding it up at the ſame time by one leaf, and 


ſhaking all the others open, while he pronounced, in 
ſtrong clear words, and commanded me to write them 


down exactly as he ſpoke, for univerſal information: 
There is nothing in this book that the Engliſh law can 


take hold of: So ſays: Him that Iſaiah the A e calls 


Wonderful Counſelllor. 


I requeſt every body in all nations, to read this book 
with attention, and receive it favourably; for although 
the information. and warning it contains is through me, 


RICHARD BROTHERS. 


yet it is not mate, but God's. 


Lanai: No. 475 Paddington Street, 
11 x of the month, Nu APRIL 1794. 


SOME OF THE PROPHECIES. 


Which mean myſelf, and which I am commanded to inſert, bs 
| appointed time being now fulfilled. 


| DEUTERONOMY, 
CHAP. XVII I, 


| 15 The Lord thy Gad vin le e ae 


from the . midſt of 8 of thy brethren, like unto me; 


unto him ye ſhall hearken. 
16 According to all thou deſiredſt of the tas thy 
God in Horeb, in the * of the ſaying, Let 
2 
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me not hee the voice of the Lord my God wei. 


f ther let meec/this-great fire any more char! die not. 


The time of the world alluded to by Moſes, — 
not expreſsly mentioned in this chapter, when a prophet 
would be raiſed up, to order the reſtoration of the children 
of Iſrael in the latter days, (for he was fully informed of 


all the calamities that would befal them, afterwards their de- 
. 2 aud return, io be diſperſed no more, as the thirty- 


cond chapter ſufficiently teſtifies,) is the preſent; and 


myſelf the man the defignd prophet, as leader of the 


7 5 tofulfil a ſimilar character, according to his own 
words, like, ant m. 


For Chriſt) is the head of all prophecy; Cook. Aden 


| flows the Divine: Spirit of truth: he is Lord and God; 


be is all, that Iſaiah ſays of him The Wonderful Gon» 


Feier, the Mighty God, he bee Father, ane 


rince of Peace. | 


Na : #4 þ 


. Moſes was but a eee to a man like himſelf he al- ] 
ludes ; : as the Lord bimſelf likewiſe declares in the, three 
tollowing verſes. 


17' And the Lord ſaid to me, They have well ſpoken 


that which they have ſpoken; . 


18 J will raife them up a Prophet 1 — among theit 
brethren, like unto thee; and I will put my words in his 
mouth, an he ſhall ſpeak. fo them all that I command 
him. 


T9 And it ſhall come to pie, that Whdfocves will not 


hearken to my words, which he ſhall ſpeak in my name, 


I will require it of him. 


The T; Himony given by 87. Mavturw the helle, of 9.30 
| Kan %. 


CH AP, 1. 


— 


22 Now all this was Ache, that it might be fulfilled, 


which was ſpoken of the Lord, by the prophet, faying, 


23 Behold, a virgin ſhall be with child, and ſhall 
bring forth a ſon, and they ſhall call his name Emanuel ; 
om 1 Sen is ub N. 624, 20 1.20 


4 
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in Toy of Sr. Jous the eue, 


CHAP. 3 Ms. 


„ 


1 In the 8 was the word, and the word was 


whos; and the word was God. 
2 The ſame was in the beginning with God. | 
3 All things were made by him; and without bin was 
not any thing made that was made. 


In him was life; and the life was the light ofiinen, i 


An the light ſhone in darkneſs ; and the darkneſs com- 
prehended it not. There was a man ſent from God; 

whote name was John. 
7 The ſame came for a Ainet, to bear witneſs of the 


light, that all men through him might believe. He was 


not that light, but was ſent to bear witneſs of that light. 


That was the true light, which lighteth ay man _— 


comes into the world. 


10 He was in the world, and the war" was. made by | 


him, and the world knew him not. | 
11 He came to his own, and his own teootved him 


not; but as many as received him, to them gave he 
power to become the ſons of God. Which were born, 
not of blood, nor of the will of the fleſh, nor of 1. will 
of man, but of God. 7; 
14 And the word was made fleſh, and dwelt among. 


us, &c. 


The T: 2 given * Sr. Pai; E; 7; moths, 


| s CHAP, „ 3 
16 And without controverſy, great is the miſtery of 


godlineſs ; God was manifeſt in the V ſh, juſtified in the 
Spirit, ſeen of angels, preached to the Gentiles, believed 
on in the world, and received u P into glory. 


The e this Chapter diving ders almays — 


4 
* 


| by expotemders of the Scripture,” I am commanded to inert 


and explain it for the henefit of all men. 
Ars. -CnAr, vii. 
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29 Then fled Moſes at this ſaying, and was a franger | 


in the land of A whery de * two o ſons. 
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36 And when folry years were expired, there appeared 

to him in the wilderneſs of. mount Sina, * ane 
Lord in a flame of fire in a buſh. _ 
331, 32 Saying, 1 am the God of thy fathers, Ke. 

37 u is that Moſes, which ſaid to the children of 
Iſrael, A prophet ſhall the Lord your God raiſe up unto 
you, of your brethren like unto m. 
Tbis is he (meaniug Moſes till, and not the prophet al- | 
ded to in the preceding verſe 3; who was not Chriſt neither, as 
bas always been erroneouſly ſuppoſed) that was in the chureb, 
(meaning the tabernacle) in the wilderneſs with the angel 
which ſpoke 10 him in mount Sina. 14 

9 To whom our fathers would not obey, 1 
Moſes) but thruſt him from them, (meaning Moſes : of- 
ten did he faſt, and pray, that God might not deſtroz 

the congregation,): and in their hearts turned back __ | 
_ 0: Egypt: ? 

Who was the dan enen petſon that che angel con- 
ſtanty accompanied, manifeſted himſelf to, and talked 
with during forty years in the wilderneſs, according to the 
38th verſe, but Moſes? Who did the angel ſpeak to in 
mount Sina from a flame of fire in a buſh? St. Stephan 
meant no other here than Moſes. 

40 Saying to Aaron, make us Gods to go before us; 
as for this Moſes, which brought us out of the land of 
Egypt, we know not what is become of him. 7; 88 

Expounders of the Scriptures have always ſuppoſed that 
St, Stephen, by repeating in this chapter the verſes I have 
inſerted from Deuteronomy, meant Chriſt to be the pro- 
phet alluded to by Moſes, which is, like himſelf, to collect 
and lead home the Jews; but he does not ; be repeats it 
as an hiſtorical account, to remind the council, before 
which he ſtood for judgment, that as their fathers had 
before rejected Moſes in the wilderneſs, fo did they their 
children reje& Chriſt at Jeruſalem. But in no one part 
does he, or St. Peter in the 3d chapter, mean that Chriſt 
is the prophet alluded to by Moſes in the eighteenth chap- 
ter of Deuteronomy, as the Kania ver ſe 4 Nach Mien, 


5 REVELATION TO ST. JOHN, 
.CHAP xII. 


St. Jobo d the Apoſtle in this chapter deſeribes a woman 
as cloathed with the ſun, the moon under her feet (meaning 
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dur ue, or the Turkiſh empire in Aſia), and 2 crown of 


twelve ftars on her head. The fun alluded to is not the 


ſan in the firmament, neither is that ſun the Lord Jusus 
Christ, as has been always erroneouſly ſuppoſed. The 
woman is not the church, nor yet the Bleſſed. Virgin, the 
mother of Chriſt, as has always been likewiſe erroneouſly * 
ſuppoſed ; but that ſun.means an entire man, compoſed 
of fleſh and blood like any other; and that woman the 
princeſs of Iſrael. The prince is repreſented as a ſun, 
beczuſe that thrdugh him God will enlighten the world 

with more knowledge than ever it had yet, and give a 
freſh manifeſtation of his mercy to prolong its duration. 
The woman, as his confort, is repreſented as clothed with 


him, and alſo as wearing a crown of twelve ſtars, becauſe _- 


he, as her huſband, is prince of the twelve tribes. 
The child, who will govern: all notions immediately under 
and next to God, being caught up to God and to his throne, 
means no more than the child going up to Jeruſalem, 
where the throne of God will be on earth. The woman's 
going into the wilderneſs, means going up to Jeruſalem 
allo ; the words into the wilderneſs are mentioned, becauſe 
the city is ſituated far inland from the ſea. The dragon 
means a European prince now alive, who will pour our 
proclamations and manifeſtoes after me, as a flood would 
iſſue from the mouth of a dragon: for Satan.will be in him. 
Ar the time God was explaining this chapter to me, he 
ſaid, when I give you power to deftroy that man from 
the face of the earth, vou will melt into pity and ſpare 
his life; for which all my people will univerſally blame 
you, becauſe he is their enenty and oppreffor. Thoſe 
ſtrange names are given, and thoſe difficult allufions to 
be underſtood, are made by St. John on purpoſe to ſeal 
the true meaning of the prophecies and revelgtion an en- 


tire ſecret, according to the zih chapter; untill the full 


time is accompliſhed, and the appointed perſon made 
known to publiſh them to the world. 

The prophet Ezekiel in the viſions of God to him, 
deſcribes the great extent, and grandeur of Jeruſalemi at 
a future time; and likewiſe of its being governed by a 
buamptin cke. TLC ENF 

This is the very man, the appointed of God, that is now - 
abuſed, and publicly reproached in London the capital 
of the; ſpiritual Egypt, as is mentioned by St. John in the ib 
chapter, with being a hypocrite, and a fanatic impoſter. © 
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a thoſe things, O my God; and ag thy chain; 
4. on the 7th of this mogth—Auguſt—was to ſhewy thy 
full determination to, throw down cities, and daſh in 
pieces the council of evil men, if they committed any 
violence against me, for otherways 1 ſhoulh now be lying. in 
| the common priſou—So, O my God, execute; for they have 
no faith to believe thy juſt Judgments nor charity to be 
civil to or” meflenger that Was! ares thy: great Ae wins 
e vb 0 


Fir f pri Aan the roth, 1794: : 


FA 
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THE reaſon, 150 theſe 2 "of Scripture, and the 
other things which follow, were not inſerted when the 
- firſt edition of this book was printed, is, the time was not 
accompliſhed, and the Lord my God would not pennt 
them to be publiſhed, until it was. 

1 am now commanded to make them publicly known 
for the information and benefit of all men: In obedience 
bis which, as his ſervant and prophiet, bee: 60610 


SECOND OF SAMUEL, 


CHAP. XXII. 


oY 'Theu alſo haſt delivered. me- from the iirivings of 


my people, (meaning the then children of Iſrael, over 
whom David was king) Thou haſt kept me to be head of 
the Heathen : a people which I know not ſhall ſerve me. 
This promiſe to king David then, meant that it ſhould 
be fulfilled to him in bis deſcendant. at a future time; 4 
man, a human being, like any other that is compoſed of 
fleth and blood; but not the Lord Jeſus Chriſt, who is 
God; who always was, and always will be, the head of 
the Heathen, and all nations. The promiſe was made 
from God to David, to be fully accompliſhed in that 
man's deſcendant ; which deſcendant is myſelf ;. 1 ſhall, 
under God, rule all nations under the government of the 
| Goſpel to fulfil that covenant to David, and the promiſe 
of it by revelation to myſelf. - 
45 Strangers ſhall ſubmit themſelves to me: as ſoon 
ap they hear, they ſhall be obedient to me. (meaning 10 


be fulfilled. in his EUs 95 ſoon as they hear of his reve: 


lation. 


as 
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| af Singers ſhall Fl away, and they 4 ſhall be afraid 


to come out of their cloſe places. 
47 The Lord lives, and bleſſed be my rock rand ex 


alted be the God the rock of my ſal vation 


48 It is God that avengeth me, and that blogs down 


the people under me; an that beings me an from my 


enemies. 1 n 
49 Thou allo haſt lified me- up on bigh, aeg them 
that riſe up againſt me: thou haſt delivered me from the 
violent man. 
50 Therefore I will 8 thanks to thee, O Lord, among 
the Heathen, and I will ſing praiſes to thy nam. 
Here, David, who was not himſelf among the Hea- 
then, was praiſing God for his deſcendant that ſhould 


have this promiſe fullilled to Rr and n thould be 


among the Heathen. 

51 He (meaning the Lord) is a Tower of Salvation 
for his king: (meaning the deſcendant of David as king, 
ruling over all nations under the eovenant and conſtant 
qirection of God,) and ſheweth merey to bis e | 
unto David, and to his feed for evermore. i: 5 

That Chriſt, the Saviour of the world, ſhould be born 
of A Virgin, dad that he ſhould be called the Wonderful 
Counſelor, the Mighty God, the Everlaſting Father, 
and the Prince of Peace, Haiah the prophet ſuffic ĩiently 
teſtifies: that Chriſt was fo born; St. Matthew the Apoſtle 
witneſſes in the firſt chapter of that part of the Goſpel 


wrote by him. And Chriſt himſelf ſays in the 22d chapter 


when ſpeaking to the Phariſees, What think ye of 
Chriſt ? Whoſe fon is he? They ſay to him, The ſon of 
David. He ſays to them, How then does David in Spirit 
call him Lord, laying, the Lord {aid to my Lord, fit thou 
on my right hand, ti}.l make thy enemies thy footſtool?ꝰ | 
if David then call him Lord, how is he his ſon? and no 
man was able to anſwer vim a word; neither durſt any 
man, from that day forth, aſk him any more queſtions/” 

The words are, Unto David and to bis ſeed for ever- 
more.” 

It means, to continue in ſucceſſion FI father to ſong 
on the one as a man, to the other as a man, while the | 
world laſts, 

The Bleſſed Virgin Mary, thtokgh * Cbrſt the Re- 
8 who was God, cams Ds world, was ear 


* 


* 38 


from king David : it is for this that Chriſt, eng he 
was the Everlaſting Father and Creator of all . 13 
alluded o as the ſon of David. 
Mary was firſt couſin to that Joſeph, who was promi 
ſed to be her huſband when found with child by the Holy 
Ghoſt. Sr. Mati here chapter 1ſt. Both Mary and Joſeph 
were deſcended from one grandfather, who was Matthan 
ſhe the daughter of one brother, and Joſeph the ſon of 
the other. 2 old me ty e e own the Lord Gund. © 
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ZACHARIAH, 
cnAP, VIII. 


20 Thus fays the Lord of Hoſts, It ſhall vet come to 
- paſs, that there ſhall come people, and the inhabitants of 
many cities; and the inhabitants of one city ſhall go to 
another, ſaying, Let us go ſpeedily to pray before theLord, 
and to ſeek the Lord of Hoſts; I will go alſo. 

22 Yea, many people and ſtrong nations ſhall come td 
ſeek the Lord of Hofts 1 in Jeruſalem, and to Prey before 
the Lord. 

23 Thus ſays the Lord of Hoſts, In thoſe days 4 it hell 
come to paſs, that ten men ſhall take hold out of all lan- 
guages of the nations, even ſhall take hold of the ſkirt of 
him that is a Jew, ſaying, We will go with you; for we 
have heard that God is with you. 

- The time of the world, meant by the prophet, n 
this would be fulfilled, is at the reſtoration of the Jews, 
in the latter days; and myſelf the conſpicuous particular 
Jew, as leader of the Jews, alluded to. I ſhall be impor- 
tuned by many out of all nations, when revealed compa- 
ratively taking bold of my ikirt, entreating to go with me 
to Jeruſalem ; becaute God, the mighty POO; of his 1010 
rit, and fice, wall be with me. 


i 


Abre of the vistoxs which God ſhewed me, and which 
I am now commanded to publiſh. 


IN the month called June, 1791, at the hour of two in 
the afternoon, I ſaw a hand, from the writ ee 
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like che hand of a man, with the fore finger pointed out, 
appear on a ſudden a little above the height of my bead, 

near the door, on the wall or partition af the room I was 
then in. 


of the. present King of En land and his empire, like 
Belshazzar and nn both of which would ſoon be 
deſtroyed. 


After this I was infored, by revelation, at | 
night, from the Lord God, that it meant the ſpeedy end 


$:55 : 


In the month called May, 1792, 1 was in a 2 viſion;? und i 


receiving inſtruction from God of future things: he 
ſhewed me the queen, greatly alarmed at his judgments, 
by my revelation, with the power of fire, and immediately 


the cried out, The Lord have mercy on us! we ſhall all 


be deſtroyed ! we ſhall all be deſtroyed! | 
After this I was in a viſion again, and the Lord God 
ſhewed me the preſent Queen of England, coming to- 


wards me, flow, trembling, and afraid. This was com- 


municated, with other things, to William Pitt, in the 


month called June, 1792. And likewiſe informing him, 
at the ſame time, that it. would moſt certainly be ful- 


filled : 
be ſo. 

In the beginning of the month of Tune, 1792, I was in 
a viſion, and was carried away, by the Spirit of God, to 
the palace called St. James's, where I ſaw the preſent 
King of England; he roſe from his ſeat on ſeeing me, 
and immediately ſent me his own magnificent ſtar, at 


it will; it is eſtabliſhed with God, and will 


the ſame time breathing on it, and kiſſing, as if kiſfing 
to take a laſt farewell ; yet not with grief and reluctance 


to give, but with evident ſatisfaction. * Why the King 
of England ſhould take his own conſpicuous ornament 
and fend it to me, was a thing that I was greatly aſto- 
niſhed at; I wiſhed to know the meaning, but could not 
diſcoyer, until a loud voice pronounced down from hea- 
ven, The Lord God delivers his life over into your hands, 


and he will give you any thing to preſerve 1 it. This vi- 


fion, with others, and other things, was communicated, 
by Divine command, to the king, in 1792. The letter 


which contained it, with others to the King, the Queen, Ty. 


and the Chancellor of the Exchequer, were put into the 
penny poſt- office, to be ſent by that conveyance, accord- 


tion. from God. 


ing to the directions Preceived on that head by ous 


"a 
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ame This day, called Thurſday, and the MET of the 
month called June, I was in a viſion, at the hour of two 
in the afternoon, when the Lord God ſpoke to me in a 


uoice of great quickneſs, carrying me away to the Bank 


of England at the ſame time, and ſaying, There is one 


of twenty. The whole place rung and trembled with 


the clear but ſharp ſound of his words. It is by his fa- 
cred and rome ee 1 mention this viſion in 
writing. 


ant The 13th, . mornithr; the Lord God ſaid to me, | 
among other things, in a viſion, You ſee thoſe people 


do not believe, neither will they for all your endeavours; 


uhy then do you continue to entreat me for them ? 


The 14th, in the morning, the Lord God ſpoke to me, 
and ſaid, The judgment is now againſt this nation; the 


5 thunder, juſt paſt, was to proclaim it: Pharaoh is ap- 


pointed to die, and his government to be deſtroyed; the 
prieſts, and all the abominable idolatries of Egy Pt, ſhall 


ö Fo never to 5 Wen any more. 


* the latte: manner that the Lord God ſpoke to the prophet 


Lane, and revealed a knowledge of. his deſigns, in the ſame 


manner alſo he ſpeaks to me, and reveals a ares. of 


his wi . 


\ 


FIRST or SAMUEL. 
CHAP, 0 8 | 


1 And the child Saugt e unto the Lord 10 
fore Eli, and the word of the Lord was . in choſe 


days; there was no open viſion. 
2 And it came to paſs at that time, 1 Eli was laid 
don in his place, and his eyes began to wax dim, that 
he could not lee, and ere the lamp of God went out in 
the temple of the Lord, where the ark of God was, and 


Samuel was laid down to fleep, 


4 That the Lord called Samuel; _ he e | 


Here am IJ. And he ran unto Eli, and ſaid, Here am ; 
for thou calledſt me. And he ſad, 1 called” not; lie 
down again. And he went and lay donn. 

6 And the Lord called yet . again, Samuel. And 


6 Samuel aroſe, and went to Eli, and ſaid, Here am 1; 


. M6 at es 9 Y 


bi „ 179 3 
for thou didſt call me. And he anſwered, I called dor, | 


my ſon ; lie down again. 


7 Now Samuel did not yet bew the Lord, neter | 


was the word of the Lord yet revealed to bim. 


8 And the Lord called Samul again the third time, 


And he aroſe, and went to Eli, and ſaid, Here am 1 


for thou didſt call me. On Eh perceived that the Lord 


had called the child. 

9 Therefore Eli ſaid to Samuel, Go, lie Adden and 
it ſhall be, if he call thee, that thou ſhalt ſay, Speak 
Lord; for thy ſervant heareth. So Samuel went 
lay down in his place. 


10 And the Lord came and ſtood, and alle as at a 


other times, Samuel, Samuel. Then 'Samubl anſwered; 
Speak, Lord; for thy ſervant heareth. And the Lord 
ſaid to Samuel, Behold, I will do a thing in Ifrael; at 


which both the ears of every one that heareth it ſhall 
' tingle. | 
12 In that day I will perform againſt Eli all chivgs 1 


which I have ſpoken concerning his houſe: when 1 
begin, I will alſo make an end, 


1794. The 25th of the month called Jae; the Lord 


God faid to, me, in a viſion of the night, on my bed, in 

ſeven days more the judgment will be on this nation. 
After this I was in a vifion, and the Lord God 

brought cloſe to me, that I might hear the report of a 


gun that was fired, and ſee a man privately ſhoot at 


another, to kill him: it was ſo near, that I ſaw the flaſh, 

and ſmelt the powder. Before the death of the King of 

Sweden, I was ſhewn, in a viſion, fimilar to this, that he 

3 be delivered over from the ann of God, to 
e ſhot. 


I know, beeauſe the Lord God has: explained it to me. 


by revelation, that this viſion means the man fired at 
to be the preſent King of England. He will be thor, 
but not killed; he will be wounded, bur not mortaly. 
He has not believed me at any time, although I fully 
informed him in 1792, and fince, that it would be ſo: 
neither will he, until the very evil is vifited on him: 


and viſited on him to increaſe his diſtreſs, at a time 


when he is ſurrounded with danger, and loaded with 


trouble; it moſt certainly will. Then the King of Eng- 
land will be convinced, * woeful and feeling proofs, 
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8 
but it will be very . e e when Death 
knocks at the door, «that he deſpiſed the ofered mercy 
of God in 1792, and conftantly hoe bis beſt friend, 


among mankind, as falſe.-  - 
In the month called March, 1794, I was in a we 


and the Lord God ſhewed me a large and very tall oak 


tree; it ſtood alone; it was entirely withered, and all 


its branches were cut off. While I was. confidering the . 


tree, its lonely condition and nakedueſs, I heard a very 
loud voice call out of heaven, Hew down that tree. 
Immediately the tree was coveted with a thick cloud of 
darkneſs, and an angel deſcended from God, who firuck 
the tree with fo violent a blow that it fell to the ground, 


and in iis fall it made a great noiſe. 


1794. Firſt of the month called July, the Lord God 
faid to me, among other things, in a viſion, early in the 
morning (for, I had been earneſtly praying to him the 
evening before, to haſten my revelation to the Jews, 


and inform me how long it would be until it took place; 


beaeuſe I was daily abuſed as an impoſtor, for publiſhing 
his commands, by wicked men; every one of them led on 
under the influence of an evil ſpirit Lou muſt be at 
Conſtantinople, in your way to Jerulalem, by this time 
the next hear, 


The 2& of the ſame een the Lord God ſaid to me. 
in a viſion on my bed, early in the morning, in breaking 


bread, you muſt not any longer Jay to any perſon, Peace 
and ftiendſhip, but ſalvation only to the ſpiritual. 
I know, by revelation, that Chriſſopher Love, a clergy- 
man, who was unjuſtly tried, condemned, and put to 
death in London, in the year of 1651, had the Divine 
Spirit of the living God, and. prophecied from it. He 


teſtified of me at that time under different names, 
though all of them meant one and the ſame perſon; | 


that of a Bright Star, as a Sound of Thunder in the 
Ears of the Wicked, a Lantern to the Jeus, and a 
Great Man. 


The Lord God anita; me to give this reſtimony, 


and alſo to ſay, that he will ſoon ſend, in anger, the 


Viſitation of his judgment on London, and: call her to a 


ſtrict account for thedding not only the blood of this 


- righteous man, but bkewiſe al his othoe faithful wits 
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:T know likewiſe, by revelation from tlie Lord Gia, and 3 


am commanded to write it down, that John Maximilian 
Daut was ſanctified by the divine Spirit of Truth, and 
prophecied, under its ſacred direction, in the year of 


1709. He has alſo teſtified of me under different names. 


The Lord God commands me to inform you, John 


Wright, that you are of the Hebrews, of the tribe of 
Levi, deſcended from Aaron the high prieſt, by Phine- 


has, Zadok, and Ezra; for which the covenant to your 


forefather, Phinehas, 'of an everlaſting prieſthood, 900" 


newed, er to e to be SING in eu, 


_ 


l NUMBERS, | 


Fo CHAP.) xxv. | SCAT M208 Re 


10 And the Lord ſpake unto Moſes lying, | 


| 11 Phinchas, the ſon of Eleazar, the ſon of Aaron 


the prieſt, hath turned my wrath away fron the children 


of Iſrael, while he was zealous for my ſake among them, 
that 1 conſumed not the children of Iſrael in my 


jealouſy. Nel 


12 Wherefore ſay, Behold 1 give to o him my covenant 
of peace : . 


13 And he ſhall have i it, and Vs ſeed fie him; even 


the covenant of an everlaſting prieſthood ; becauſe he 


was zealous for his God, and made an atonement for. che 
chiluren of iſrael, 


This is the recorded reſigns which: the Lord my 


God commands me to give; and to ſay to you likewiſe, 


You are ſanctified by the Holy Ghoſt, the divine ſpirit | 


of Früth. 4 


The Lord God commands me to . to all you, pro- 


felling Chriſtianity, whom | have, by his ſacred diree- 
tion, acknowledged to be of the Hebrews, deſcended 


| from Ifrael; for you, and your children after you, are 


ſome of his choſen people; not to take up, in obedience, 
to any law or any human power whatever, warlike-arms, 


to ſhed blood, or commit violence, in conſequence of 


the approaching calamities which he will moſt: —_— 


| "vrivg on this Egyptian land. 
ne 1 the Wee that ar blaſpheme on and re- 7 
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vile you for believing i in his i dende : the wicked 


have always roſe againſt the righteous, aud this land like 
Egypt of old; has many taſk-maſters to abuſe and op- 
preſs in it. Therefore comfort yourſelves in the know- 
ledge of the promiſes of God to his ſervants: For 1 de- 
elare, by his ſacred command, that the viſible Jews are 
but few in number, compared to the great multitude 
profeſſing Chriſtianity, but all deſcended from the for- 
mer Jews in the land of Iſrael, the forefathers of the pre- 
ſent viſible ones; which were, at different times, led 
captives into all nations: your lives are long, their's. but 


ſhort; your are the holy ſeed, the people and ſaints of 


the Moſt High; to whom, and your children for ever, 
belongs the poſſeſſion and governmeat of his kingdom. 

The Lord God, who was the Lord Jeſus Chriſt, com- 
mands me now, and not until now, to inſert the follow. 
ing teftimonies, as @ warning to all blaſphemers, and as 4 
reaſon to all men, that do not know, why he ſaid to me, 
in the preceding part of this book, You may inform the 
King of e that I call TP my MT: TA 


THE GOSPEL. ST. MATTHEW. 


CHAP, XII. . 

46 White he (meaning Cbrist) yet 1 to the ; peo. 
ple, behold his mother and his brethren Stood Without, 
N to speak with him. 

| . 
CHAP. x11. 2K 4 | 


36 Then Jesus sent the en away, and went 
into the house; and his disciples came to him, ay ing, 
Declare to us the parable of the tares of the field. 
37 He answered, and said to them, He chat 5owerh 
the good seed 18 the son of man. 


38. The field is the world ; the good seed are e the oh | 


dren of the kingdom; but the tares are the children of 
the wicked one; the enemy that sowed them is the devil; 
the harvest is the end of he world ; and the EN are 
the angels. 


40 As therefore the tares are rathered and burned! in 


whe fire, 30 shall it be also 3 in the end of this world. 


F 
41 The son of man shall send fortli his angels, 0 8 
hs shall gather out of his kingdom all things that of- 
fend, and them which do iniquity, and shall cast them 
into a furnace of fire, there shall be wailing and gnashing 
of teeth. | 
| 43 Then bal the righteous shine forth as the sun in | 
q the kingdom of their Kerber. Who hath ears to hear, | 
let him hear. 3 
47 Again, the kin of heaven is like to a net that 
was cast into the sea, and gathered of every kind; which, 
when it was full, they drew to shore, and sat down, and 
gathered the good into vessels, but cast the bad away. 
49 So sball it, be at the end of the world: the angels 
shall come forth, and sever the wicked from among the 
just. And shall cast them down into the furnace of fire; 
there shall be wailing and gnashing of teeth. _ 
| 51 Jesus says to them, Have ye understood al” these 
2 things? They say to him, Lea, Lord. 
53 And it came to pass, that when Jesus had Eat 
these parables, he departed thence. - And when he was 
come into his own country, he taught them in their sy- 
nagogue ; insomuch that they were astonished, and said, 
Whence has this man this wisdom, and thee mighty | 
works? | <1 
55 Is not this the carpenter”s son : Is not his mother | 
called Mary? And his brethren ( meaning his brothers) 


> James, and Joses, and Simon, end Judas? <3 
ny 56 And his sisters, are the, aot all with us ? Winds 
then has this man all these Wu ? And they were of- 
fended at him. But Jesus said to them, A prophet 1 15 not 
without honour, save in his own corny and in his own | 
| house. 3 
nt After the ford Jesus Christ was 000 of the aud a8 N 
Sy Virgin Mary, she was married to Joseph; by whom she | 
*, had sons and daughters: they were supposed, as the un- | 
1 questionable testimony of che Gospel demonstrates, to be | 
11. bis brothers and sisters. ; 


c St. Paul, the apostle, and mewhe St. Mark, has left 5 
. on record similar testimonies, which corroborate the Pre- 
"" || ceding one. 

Being, myself, descended from that Jumics, tbe eldext 
$0n. of Mary, by Joseph, whom St. Paul calls the Lard's 24 
brother, 1s the reason that on Lord God, who was tze 


— 


Lord Jesus Christ, said to me, as an expression of fond- 


ness, and to manifest his regard, Ton may inform the king 
of England that I call you my nephew. 


ws PAUL, GALATIANS, 
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5 But other of the apoſtles faw I none, fave James, 
te Lords brother, | 


ST. MARK, 
"© CHAP VI. 


2 And when the ſabbath day was come, He n 
Chriſt) began to teach in the ſynagogue; and many hear- 
ing him were aſtoniſhed, ſaying, From whence has this 
man these things? and what wiſdom is this which is given 
to him, that even ſuch mighty, works are wrought by his 
hands? ? 
© 3 Is not this the carpenter, the ſon of Mary, the bro- 

wt of James and Joſes, and of Juda and Simon? And 
are not his fiſters here with us? And they were offended 
at him. N 

The Lord God commands me to ſay, for the information 
and warning of all men, That between this day the 25th 
of the preſent month called October, and the beginning 
of the month called June 1795, without mentioning to 
any person at what particular time in that interval, my 
revelation to the Jews, with a ſign the fame as Moſes in 
Egypt—and to the people of London, will take place : 
to the former, to receive the commands of God through me 
and to collect all their property and depart in grear haſte 
from all nations to their own land: the ſhips of England, 
France, Spain,' and all Europe, will be obedient to the 
commands of God tu carry home their wealth, and all 
the people that chuſe to go by ſea; 10 the latter, to con- 
vince them the deſtruction of London in 1791, according 
to the eighteenth chapter of the Revelation, would have 
been fulfilled, but for my entreaty. To fulfil zhe 4th 
chapter and the 'ﬆ verſe of the prophet Malachi, which is, 
Behold, I will ſend you Ekjah the prophet before the 


coming of the great and dreadful day of the Lord. I mye. 


| ſelf, am the e prophet * ow that 5 and 


i R * 
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character. Therefore I warn all people in all nations 
that the terrible day of the Lord, alluded to, is nigh; 


it is not the day of univerſal judgment, but tae day which 


is to burn like an oven, and which is to conſume the 
wicked from the face of the earth—like the ſtubble of the 


field. Then, according to the prophet. Daniel in the 


ſeventh chapter, the. kingdom, and dominion, and the 
greatneſs of the kingdom under the whole heaven, will be 


given for an everlaſting poſſeſſion to the people and faints 


of the Moſt High. Being to be revealed the ſame as 
Moſes, but in the ſame Spirit and power as Elijah, when 


he deſtroyed the ſoldiers and prieſts of Ahab, Iam to re- 
417 70 bis judgments, to execute them on all falſe. 


hriſts and falſe prophets ; and afterwards, to call down 
fire from heaven to conſume the enemies of God. 

The Lord God commands me to ſay to you, William 
Bryan, that you are of the the Hebrews, and of the 


tribe of Judah; and that you, with John Wright, ave ap- 


"(rag and will be commanded by him, to teſtify pub» 
ly to the world who 1 now am, and what my future 
deſignation is. 


The Lord God will i 405 command amber 


of his people, both men and women, to give the ſame 
publick teſtimonies. He will alſo give them, to fulfil 
the prophecy of Foel in the 2d chapter, in wonderful viſions, 
dreams, and open figns in the heaven, a knowledge of 
the approaching times. 
28 And it ſhall come to paſs afterward that I will pour 
out my Spirit upon all fleſh; and your ſons and your 
daughters ſhall prophecy ; your old men ſhall dream 
dreams, and your young men ſhall ſee viſions. _ 

29 And alſo upon the ſervants and upon the hand- 


| maids in thoſe days, I will pour out my Spirit. 


30 And ] will ſhew wonders in the heavens and in the 
earth; blood, and fire, and pillars of ſmoke.  _ 


31 The ſun ſhall be turned into darkneſs, and the 


moon into blood, before the great and terrible day of the 
Lord comm. 


32 And it ſhall come to paſs, that whoſoever ſhall 


call on the name of the Lord ſhall be delivered: for in 
mount Zion and in Jerusalem ſhall be deliverance, as the 


aul. 
11 


Lord has faid, And in the remnant whom the Lord fa! a 


| 
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Which Ten to the preſent war—its EPO er con- 
ſequences ; aud its deſtrufion by the e bat Juft lach. 
3 ment of an offended God. | 


And 1 ſaw: when the Laid 1 one 125 thi bs 


and I heard as it were the ſound of thunder, one of the 
four beaſts faying, Come and fee. And I ſaw, and be- 
hold a white horſe ; and he that ſat on him had a bow; 
and a crown was given to him; and he went forth con- 


quering, and to conquer. 


3 And when he had opened che forage! ſeal, 1 heard 
the ſecond beaſt ſay, Come and ſee. And, there went 
our another horſe that was ted ; and power was given to 


him that ſat thereon to take peace from the earth, and 


at they ſhould kill one another and there Vas grven 
to him a great ſword. * 


5 And when he far? opened the third ſeal, 1 Ware the 


third bęaſt ſay, Come and ſee. And 1 bebeld, and lo, a 


black horſe ; and he that fat on him had a pair of ba- 
lanees in bis band. And 1 heard a voice in the midſt of 
the four beaſts ſay, A meaſure of wheat for a penny, and 
three meafures of barley for a penny, and ſee thou hurt 


; not the oil and the wine. 


7 And when he had opened che fourth ſeal, 1 heard 


the voice of the fourth beaſt ſay, Come and ſee. And 1 


Yoked;:and behold a pale horſe ; and his name” that fat 
on him was Death, and hell followed with him: and power 


_ Was given to them over the fourth part of the earth, to 


kill with ſword, and with' hunger, and with death, and 
with the Deals of the earth. 

9 And when he had opened the fifth ſeal, I ſaw. under 
the altar the ſouls of them that were lain for the word of 


God, and for the teſtimony which they held. And they 


cried with a loud voice, ſaying, How long, O Lord, 
holy and true, doſt thou not judge and avenge our blood 
on them that dwell on the earth. And white robes were 

ven to every one of them; and it was faid to them, 
Fi they ſhould reſt yet ** a little feaſon, until their 


— * 


1 


killed as they were, ſhould be fulfilled. 


The fifth feal is now opened, and the ſecret FLIES cvn· 


tained under it is Publ iſhed for the information ue benefit 
of all men. 


We opening of the next ſeal, while it brings teoe 10 the 
wicked, will 9900 eft to: the Jets the great potoer and name 


of their prince with God, as Fecorack oy ant ms for Mow 
deliverance and reſtoration. 


— * 


* 


THE: PROPHET DAN TEL; 


| FIT x11, 
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And at \ thigh time ſhall Michael and ap, 1 greay 


prince which ſtands for the children of thy people; and 
there ſhall be a time of trouble, ſuch as never was fince 
there was a nation, eren to that ſame time; and. al that 
time thy people ſhall be delivered, every one chat mall * 
found written in the book. 

The time of the world alluded io, when the w ful ca» 
lamities mentioned here will take place, 18 19 now 


come : Myſelf, who will be rhe e ee prince of Iſrael, 


is the Michael and the great prince alluded to here by 
the angel ſpeaking to Daniel : but not the Lord Jeſus 
Chriſt viſibly, who is God, and King over all : neither 


is it the angel that is mentioned under the name of 
Michael in 1% 10th chapter and 13th verſe. | 


2 And many of them that fleep in the duſt of the 
earth ſhall awake; ſome to everlaſting ah and {ome to 


ſhame and everlaſting contempt, 


3 And chey that be wiſe ſhall ſhine as the EY 


of the firmament ; and they that turn many to righreoul- | 


neſs, as the ſtars for ever and ever. 


4 But thou, O Daniel, ſhut up, the words, and ſeal. 


the book, even to the time of the end: many mall run to 
and fro, and knowledge ſhall be increaſed. 


8 And 4 heard, but underſtood not: then faid I, o, 


my Lord, what ſhall be the end of theſe things ?. 


9 And he ſaid, Go thy way, Daniel; for the words 725 


are cloſed up and fealed till the time of the nd. 


10 Many ſhall be purified, and made 1958 and tried; 3 


fellow ſervants 100 wo their brethren, that ſhould be | 


% , 
1 


* 
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ſtand. 


i 
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bile the wicked ſhall do wickedly ; and none of "hh 


wicked ſhall underſtand ; but the wiſe ſhall under- 


At this time, Wich is the time alluded to by the 
angel informing Daniel, the earth will quake, and be 


rent in many places : the heaven will be convulled, 


opening and ſhutting, and ſhewing many fearful ſigns: : 
there will be ſtorms of wind, hail, and ſhowers of rain, 


with violent thundering and lightning: : the very beaſts 


of the field, birds of the air, and fiſhes of the ſea, will 
be frightened : all the inhabitants, of the earth will 
tremble for their lives, dreading that it is the hour of 
their diſſolution and day of univerſal judgment; o 


| fierce and terrible will the great anger of God be mani- 


feſted againſt a wicked world, profeſſing Chriſt with 
their lips, but reaching rebellion againſt his bleſſed 


Goſ pet in their public laws and forms of prayer. 


Swearing oaths; the Lord's Supper, or taking the 
Ndaldent to remember him and commemorate the awful 
moment when he gave it to his diſciples, is made a qua- 


lification, even to the moſt unthinking, abandoned, and 


wicked, to ſerve in 9 public office or employment 


Whatever. 


Of the public prayers. Our Faber, which art in 


heaven; hallowed be thy name; thy kingdom come; 
dich is "the kingdom of peace; is very good: but the next 
form of prayer is beſeeching God to go forth with ilcets 


and armies : this is very bad, becauſe it is in direct op- 
poſition to the former; it encourages ſtrife, hatred, war, 
and bloodſhed ; it is calling on God to keep back: his 
kingdom, and to overthrow his own Goſpel of peace, 
The worſhip of Chriſtians ought to be pure, bumble, 
and peaceable, without any mixture of politics or oh 
rectional conſtraints from human law. 

The biſhops are called Lords Spiritual. To ordain a 


| clergy man, he muſt kneel down before a biſhop, while 


he ſays, © Receive the Holy Ghoſt for the office and 
work of a prieft in the church of God, now committed 


unto thee by the impoſition of 'our hands, _ Whole ſins 
thou doſt forgive, they are forgiven ; and whoſe * 


thou doſt retain, they are retained.” 


e cewiſe, at the conſecration of a biſhop, f it is ſaid 3 


% 


o 
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e Receive the Holy Ghoſt for the office and work of a 


biſhop in the church of God, now committed unto thee 
by the impoſition of our bands; in the name of the 


Father, and of the Son, and of the Holy Ghoſt. Amen. 
Aud remember that thou ſtir up the grace of God, which 
; 1s given thee by this impoſition of our hands.” 


As there is in truth no Lord but God, no man ought 
to aſſume his ſacred name. No man is Spiritual that 
has not the Holy Ghoſt, the divine Spirit of truth; it is 
by Chriſt that it is given, and he will nor give it to any 
that promotes the evil of war and diſobedience to his 
Goſpel. 


God only that can make him Spiritual: he cannot give 


that mighty Spirit which he has not the power to com- 
mand, and which he never received the gift of bhimſelf. 


To purſue then any longer ſuch a falſe form of ordina- 
tion and conſecration, 1s not only diſhonourable to the 


king, parliament, and people of England, but alſo a re- 
proach to the biſhops to attempt. to give, and to the 


clergy to kneel down. to receive. 
Turn from ſuch deceitful unmanly ways, and en- 


deavour to live long; for-it is the word of God through- 


a man that points at the crime, and warns you to forſake 
what muſt, if you do. nor, lead to certain death : for, 
belieye me, the day of deſtruction to puniſh diſobedience 


to the Goſpel is ſo very nigh, that it will take place be- 


fore the commencemeur of eight months from this day. 
Look at your wives, your children, and all that is 


dear to you on earth; then conſider how great the bleſſ- 


A prince may give to a man a title, but it is. 


f 


ing to have them, to live with and poſſeſs them; but 


how terrible the evil to ſeparate, to be burnt with tire— 
to die, and loſe them for ever! 


Remember, God created man in his own image and 7 
likeneſs, and created the earth for his uſe; that man 
might believe in him and obey his commands. 


He brought the children of Iſrael out of Egyp 
conduct them to the promiſed land; but when Tee Ai. 
obeyed him in the wilderneſs, he deſtroyed thouſands of 
them. He burnt Sodom and Gomorrah, becauſe the 


people were wicked; but he laved Nineveh, which was . 


alſo denounced, becauſe the people repented. 


The nike God | is great, e and campalionat 


La 
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to forgive all that do entreat, - keg obey his comihands; : 
bur be aflured, he is alſo great, mighty, and powful, jea- 
lous of his ſacred name and honour when given to men: 
and he can do now what he did of old, they ore recorded for 


wr example and Warning”, that 1s, overthrow ce, And-Uy- 


4 — 


ſtroy multitudes in an inſtant. 
Life, bleſſing, and peace, is the nb ofitunie of the 11 
vants, the An and people of the Moſt. High. | 
REVELATION. 
>. © CHAP, VI. CONTINUED. 


12. And I beheld when he bad opened the anch ſeal, 


and lo, there was a great earthquake; and the ſun be- - 


came black as ſackcloth of hair, and the moon became as 
blood: and the ſtars of heaven fell to the earth, even as 
a fig tree caſts her untimely figs when ſhe is ſhaken by a 
mighty wind; and the heaven departed as a ſcroll hem 
it is rolled together ; ; and every mountain and island were 
moved our of their places. 

15 And the kings of the earth, and the great men, and 
the rich men, and the chief captains, and the mighty men, 
and every bondſman, and every free man, hid themſelves 
in the dens, and in the rocks of the mountains; and ſaid 
to the mountains and rocks, Fall on us, and hide us from 
the face of him that fits on the throne, and from the 
- wrath of the Lamb: for the great day of his wrath is 
come; and who ſhall be able to ſtand? 


'SECON D BOOK OF ESDRAS. 


CAAP. II. 


42 J, Eſdraſs, ſaw upon the mount Zion a great mul- 
tirade of people, whom 1 erg not number, and they all. 
praiſed the Lord with ſong 

43. And in the midst * in there was a young man 
of a high ſtature, taller than all the reſt, and upon every 
one of their heads he ſet crowns, and was more cxaltegy 
which I marvelled at greatly. 

44 So I aſked the angel, and ſaid, Sir, what are theſe? 
He anſwered and ſaid to me, Theſe be they that have put 
off the mortal cloathing, and put on the immortal: (It 
means the Jeus, Who, when I am revealed, will ackyowy 


LY 
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„ 
ledge that the Lord Chriſt is the Lord Cod: then they 
will put off the mortal cloathing of unbelief and error, 
and put on the immortal cloathing of faith and righteouſ- 


neſs,) and have confeſſed the name of God: now are 
they crowned, and receive palms. | 


46 Then ſaid I to the angel, What young perſon is 


that which crowns them, and gives them palms in their 
hands. So he anſwered and ſaid to me, It is the Son of 
God, whom they have confeſſed in the world. Then I. 
began greatly to commend them that ſtood ſo ſtiffly for 
the name of the Lord. | 
The Son of God, alluded to here, is not the Saviour, 
the Lord Jeſus Chriſt, as has been always erroneouſly 
ſuppoſed; but a human being, of fleſh and blood, like 
any other. It is a man, and but a man; though record- 


ed, and honoured with being called the Son of God. It 


is myſelf, who am the man that will be made-that prince, 
alluded to by Ezekiel, in the xliv. xlv. xlvi. and xlviii. 
chapters of his Prophecy; and in the ſecond chapter of 
Haggai, when kingdoms are convulſed with violence and 
war, with the fall of thrones and the deſtruction of armies, 
as a promiſed, a deſigned ſignet, manifeſted to the 
world by the great power and extended goodneſs of God. 
It is that man, whom God has deſigned to be the viſible 
prince of Hrael. As a believer in God, by, and through 
Chriſt, the divine Spirit of Truth, and an obeyer of bis 
commands, he is a fon, an adopted fon: fo is every man 
under heaven an acknowledged ſon, whether rich or 
poor, that does the ſame; and fo is every woman like- 
wile, an adopted, an acknowledged daughter. : 
Remember the words of the Lord Jeſus Chriſt in the 
Goſpel, where he ſays, After this manner therefore pray 
ye. Our Father, which art in heaven, &c. As God 
then is our father, we, that acknowledge and pray to him 
as ſuch, are ſurely his ſons and daughter s. | 
All that believe in the teſtimony of God by me, which 


he now commands me to make known, are his people, a 


Pace (becauſe the vifible Jews are the great body) of that 
inkumerable multitude, ſhewn by the angel to Eſdras, 
crowned, and receiving palms. ; 
The Lord God commands me to remind all people of 
the lid thunder that was on the 7th of Auguſt laſt, and 
EW. K | 
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c to ſay, It was a threat from him to deſtroy London, bone | 
than ſuffer me to be hurt: take it for a warning, and be- ol 
ware of the dreadful conſequences that will molt certainly 


enſue, if a ſimilar injury is intended againſt me: for af 
you, the Engliſh Government, are determined to moleſt- 
me, the Lord God is alſo determined to oppoſe you; and 
will viſit with death on his enemies, and with deſtruction 


on their capital. For the Engliſh Government, bf 


what is called civil and eccleſiſtical, in its preſent form, 
will, by the fierce anger and determined judgment of the 


Lord God, be removed, annihilated, and utterly de- 
ſtroyed, before the Expitatioan of ten months from chis 


| Gay: | 


For thoſe unhappy men, which compoſe it, as if the 
injuſtice of the preſent war was not ſufficient to pravoke 
him, have imprudently gone on, adding evil to evil, and 
now, more thar before, publicly encourage blaſphemy 
ap aint bim, and abuſe againſt his prophet. Why do 
they do ſo? ſaid the Lord God to me. Why ? becauſe 


vou have not their mark, but my ſeal ; you have not their 


authority, the laying. on the hands of their biſhops, to 
give the Holy Ghoſt to prophecy by, but my Spirit, yet 


les theſe are not the men that pretend to judge of ſpirits, to 


diſcern the good from the evil: they ſuppoſe every man, 
that writes or ſpeaks under the power and influence of 


. God, is a falſe prophet, an impoſter under deluſion; be- 


cauſe the words of truth, by him, go to contradict their 
mark, their human ordinances, ard political forms of 
ayer. 


The Lord Jeſus Chriſt ſays,” in the fifteenth chapter 


col his Goſpel by St. Matthew, “But in vain they do 


'worſhip me, teaching, for doarines, the commandments 
of men. 

And becauſe the annunciation of my kingdom of peace 
And preſervation, brings with 1t the ſentence of death 
againſt their kingdom of war and human deftruttion ; 
therefore, hear what the Lord God ſays to me by reve- 
lation, and commands me to write, That, as they have 
encouraged blaſphemy againſt me, they ſhall not proſ- 
per; for I will ſend a blaſt on them that will- confound 
all their couniels: and, as they have encouraged abuſe 


* 


againſt you, whom I ſent, and who entreated rae for 
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the members of its government: 


Lox DON, "No go, Paddington Street, 
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their good, I will dellber them over to the power of 


their enemies; to be hated by every bodys deſpiſed, and 
trod under foot like mire in the ftreets.. 
The Lord God commands me to ſay, for the 1 


tion of the Engliſh government, the judges, and all men, 
that the priſoners, now in confinement; and on trial for 
their lives, charged with the crime of High Treaſon 


againſt the life of the king of England, are innocent, as 
ſuch, he requires me to make known to the king his 


ſacred commands in writing, and to publiſh this for the 


knowledge of all. 


The Lord God commands me to inform, through this 
book, all that honour him—his ſervants—the peaceable 


and righteous in all nations, which have had their pro- 
perty, whether in land or money, confiſcated, for no 
other reaſon than becauſe the nation they belonged to 
declared war againſt the nation they lived in, all ſuch 


property, or its full value, with reaſonable-interelt for 


the time, ſhall moſt ſurely be reſtored. | 
And you, Peter Woulfe, one of the Avignon Saciety, 


whom the Lord my God commands me to mention 


here by name, as a teſtimony of his great regard, your 
property, confiſcated in F rance, will all be reſtored 


with intereſt, and much kindneſs ſhewn to you by 


e of every other peaceable individual likewiſe: 
„ the ſame divine rule of juſtice, Spain, England, 


Europe, muſt reſtore theirs. 
world is juſt now come, and God is firmly determined 


to manifeſt his mighty power, for the preſervation ,of 
his people and faints, by fulfilling 
the eleventh chapter of Iſaiah, a part of which are But 
with righteouſneſs he will judge the poor, and reprove, 
with equity, for the meek of the earth; and he ſhall - 
{mite the earth with the rod of his mouth, and with the 
breath of his bg be ſhall ſlay the wicked. 


by me his words in 


they will reſtore 5 


Pruſſia, Germany, Holland, and all the other nations of 
For the time of the 


RICHARD BROTHERS. 1 
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26th of the month called ee 1794. 
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the ſetting of the ſun; 
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THE PROPHET ISAIAH, 
CHAP. Kt 


'25 1 HAVE raiſed up one from the north, een 
ing the revealed Prince of the Hebrews at this time,) 
and he ſhall come; (meaning to [eruſalem, from that 
northern part of the world alluded to: England lies in 
'the north, and it is indeed the country meant:) from 
the riſing of the ſun he ſhall call upon my name: 


and he ſhall come upon princes as upon mortar, and 


as the potter treads clay. 

Iſaiah ſtood at Jeruſalem when this prophecy. was 
given, writing and recording it by the direction of 
God, ' he looked to the northern part of the world, 


where this diſtinguiſhed perſon, which he fo clearly 
mentions, is firſt to riſe, and then come to Jeruſalem, 


calling on the name of the Lord, from the riſing to 
as zealous for an obedience 
to the Goſpel, as David, his father, was for the law: 
travelling in the mighty ſtrength of the Spirit, and 
armed with the divine power of fire, like Elijah, * 


he will ſubject nations, remove thrones, and burn all 


rebel princes. 
85 _ Who hath declared from the beginning, that we 
know; and before the time, (meaning before the 


IP ber is fulfilled; it being 2461 years from its de- 


claration then to its accompliſhment, now this preſent 


year of 1795,) that we may ſay, He is righteous! yea, 
there is none that ſheweth ; yea, there is hone that de- 


clareth; yea, there is none that beareth your words. 
The king of England, and the members of his govern- 
ment, the parliament, biſhops, judges, and all the am- 
ÞDaſſadors from foreign nations, in London, have re- 
ceived the information of their fall and deſtruction; 
but they all refuſe to believe, and by ſo doing fulſi 


exactly what the prophet means, when he ſays Yea, 
| there is none that heareth your words. 


27 The firſt ſhall. wy to Zion, Behold, behold them ; 


* Malachi. iv. 1 and % Iaiab, x; I. Efdras, x1, 11. 


„ F 


-» 


aſtoniſhing grandeur and magnitude. 


N 
(meaning the Jews 5 . home to Jeruſalem in great 


multitudes,) and I will give to Jeruſalem one that 
bringeth good tidings. (It means the revealed prince, 


returning home with the people, to relaudd the deſolate 


city, and make her rejoice. 


- 28 For I beheld, and there was no man; even amon 
them there was no counſellor that, when I alked of them, 


could anſwer a word. | 
Here the Holy Ghoſt, the ſpirit of God, ſpoke by 
Ifaiah, as if ſpeaking by myſelf at this very hour; for 
I have ſent books of the Joo og of God to the king 
of England, and the members of his government, his 


parliament, his biſhops, his judges, and all the foreign 
- ambaſſadors in London, for their reſpective countries: 


but to accompliſh what is ſo faithfully recorded by the 
prophet, where he ſpeaks ſpiritually as myſelf—Even 
among them there was no counſellor that, when I fent 
to them, could anſwer a word. 


29 Behold, they are all vanity; their works are 


nothing ; their molten images are wind and confuſion, , 


— 


Other Parts of the Revelation to St. John which are to be 
fulfilled, and which the Lord God commands me now to 


Publiſi. 
CHAP. xIII. 


1 And I ſtood upon the ſand of the ſea, and ſaw a 


beaſt riſe up out of the ſea, having ſeven beads and ten 


horns; and upon his | horns ten 'crowns, and upon his 
heads the name of Blaſphemy. 

This beaſt means the Engliſh Monarchy; and it is by 
ſhips and commerce that it has roſe from the ſea to ſuch 
The heads, horns, 
and crowns, allude to'the many departments of Govern. 
ment, and their ſplendid diſtinftions. The Blaſphemy 
means the titles given to, and aſſumed by the King of 
England ; ſuch as, Our Moſt Gracious Sorrel Lord, 
Sacred Perſon, Majeſty, Defender of the Faith, and. Su- 
preme Head of the Church; all which names belong to 
1 | N ; — | 
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| God, be only c can be what they expreſs, and when: they 
applied to any other, the fin is Blaſphemy in his fight. 

2 And the beaſt which I ſaw was like unto a leopard, 
and his feet were as the feet of a bear, and his mouth as 
the mouth of a lion; and the dragon gave him his power, 

and his ſeat, and great authority. 

The Eng liſh Monarchy, for being Supreme Head of 
the Church, and over the many religious {es tolerated 
in the country, is the reaſon that it is, for their great 
number, compared to a leopard full of ſpots. 

As a bear is very ſtrong on his feet, ſo is the Engliſh 
Monarchy : and as a lion roars with bis mouth the loudeſt 
of any beaſt, ſo does the Engliſh Monarchy un 
its greatneſs more than any other. 

3 And I ſaw one of his heads as it were wounded to 
death; and his deadly wound was healed : and all the 
world wondered after the beaſt. 

The beginning of this verſe means the death of Charles 
the Firſt, king of England: and the deadly wound being 
.healed, means the recovery of the Monarchy by the 
reſtoration of Charles the Second. During the interval 
of time between the death and ſucceſſion, all the world 
wondered if the Engliſh Monarchy would ever be reſtor- 

ed again. 

9 11 any man have an ear let him hear. He that fea 
into captivity, ſhall go into captivity : he that kills with 
the ſword muſt be killed with the [word. Here is the 
patience and the faith of the ſaints. 

The leading into captivity means impriſonment and 
ſlavery; and killing with the ſword, means violence and 
war. 
thoſe evils, and to reſiſt the temptations of wealth to do 
them: All that have faith in God will not do ſuch things, 
from a belief that they are offenſive, becauſe ** com- 
mands them not. 

11 And I beheld another beaſt coming up out of ghe 
earth; and he had two horns like a lamb, and he ipake 
as a dragon. | 

This verſe mearis the: EleQor of Hanover. Coming 
up out of the earth, is to ſignify that his country or go- 
vernment is ſituated inland. The horns of a lamb, and 


the voice of a dragon, means, chat although he is weak 


I 


The patience of the ſaints is, to bear quietly with. 


Oo wy — — mm — as a, 


in power like a lamb, 


to St. 


the king and parliament. 


to believe in him and obey his commands: 


L 79 J | 
yet by his voice he c can tbreaten 


in great and mighty words like a dragon. 


12 And he exerciſeth al] the power of the firſt beaſt 
before him, &c. 


- It means the EleQor of Hanover's fc den to the 


. crown, place, and power of the former King of England. * 


To fulfil this part of the prophecy given by Revelation 
John, the utter expulſion of the Stuart family mult _ 
againſt all human oppoſition-have taken place to admit 
the Elector of Hanover. 

A great part of this chapter is taken up in deſeribing 
'T am commanded to inform 
both of the recorded judgments of God, the dangers 
which threaten them, and their certainty of taking place, 


unleſs they implore him for mercy, and obtain it. 


They have individually promiſed, by their godfathers 
and godmothers, in the ſacred covenant of baptiſm, and 
acknowledge a confirmation of it by receiving the ſacra- 
ment (for both were inſtituted by the Lord Jeſus Chriſt) 
yet, notwith- 
ſtanding this heavieſt of all obligations which a human 
being can enter into (for it is with his God) and on the 
performance of which his ſalvation depends, the laws 
they make, a part of the Thirty-nine Articles, and ſome 
of the forms of prayer, uſed in public worſhip, goes more 
to break the covenant of baptiſm, to diſhonour God, and 
oppoſe an obedience to his bleſſed Goſpel, than was ever 
authoriſed in any other nation. 

Without ſubmitting to the forms of law preſcribed by 
act of parliament, which are in direct oppoſition to the 
commands of Chriſt, and very ſinful to do, no man can 
hold any place or profit of truſt, enjoy the privilege of 
freedom. and comparatively to buy or ſell. 

17 And that no man might buy or ſell, ſave he that 
bad the mark, or the name of the beat, or the number of | 
his name. — 

18 Here is vibe Let him that hath ande 
eount the number of che beaſt; for it is the number of a 
man; and his number is ſix hundred threeſcore and ſix. 

Ibis verſe means the Engliſh parliament; and although 
it exceeds the number mentioned 28 Fete notuich⸗ 


t wo ö 
ſtapding, it is the real and very ale dbiy of 100 ajuded 
40 in the Revelation, by the number of 666. 

Becauſe the Parliament acknowledge and addreſs the 
king by the divine names which belong only to God; 
ſuch as, Our Moſt Gracious Sovereign en Sire, Ma- 
jeſty, and honour him with equal humility in ſupplica- 
tion, when they require any thing, as if he really was the 
Lord of heaven and earth; ſuch as, Humbly praying 
that your Majeſty would be moſt graciouſly pleaſed, 
&c. Therefore God, in his great anger, being jealous 
of his name and honour, calls the king a beaſt, and the 
parliament his image and number. 


CHAP. xIv. 


1 And I looked, and lo, a lamb ſtood on the mount 
Sion, and with him a hundred and forty-four thouſand, 
having his father's name written in their forcheads. 

The lamb, mentioned here, means myſelf as Prince 
of the Hebrews ; and mount Sion, Jeruſalem : The hun- 
dred and forty- four thouſand with me, having the name 
of my father wrote in their forcheads, means not only 
the viſible Jews of the twelve tribes, but likewiſe the iu- 
vitible :—it comprehends all of the Hebrew extraction 
that will believe in the teſtimony of God by me. 

6 And 1 ſaw another angel [ly in the midſt of heaven, 
having the everlaſting Golpel, to preach to them that 
dwell on the earth, and to every nation, and kindred, 
and tongue, and people; ſaying, with a loud voice, Fear 
God, and give glory to him, for the. hour of his Judg- 
ment is come, and worſhip him that made heaven and 
earth, and the ſea, and the fountains of waters. 

8 And there followed another angel, ſaying, Babylon 
is fallen, is fallen; that great city! becauſe ſhe made all 
nations drink of the wine of the wrath of her fornica- 


tion. 
» 9 And the third angel followed them, laying, with 1 


loud voice, If any man worſhip the beaſt, and his image, 


and receive his mark in his forehead, or in his hand, the 
ſame ſhall drink of the wine of the wrath of God, which 


* U 


is poured out without mixture into the cup of his indig-: | 


"ky | 8 > f 


nation; and be ſhall be PRE with fire and brim. 
ſtone, in the preſence of the holy angels, and in the pre- 
ſence of the lamb: and the ſmoke of their torment aſcends 
up for ever and ever; and they have no reſt day nor 


night, who worſhip the beaſt and his Na whoſo- 


ever receives the mark of his name. 

12 Here is the patience of the ſaints: here are they 
that keep the commandments of God, and the faith 
Jeſus; , " 


CHAP, XVI. 


i And I heard a great voice out of the temple; ſaying 
to the ſeven angels, Go your ways, and pour out the 
vials of the wrath of God upon the earth. 

2 And the firſt went, and poured out his vial, upon 
the earth; and there fell a noiſome and grievous fore on 
the men which bad the mark of the beaſt, and on them 
which worſhipped his image. And the ſecond angel 
poured out his vial upon the ſea, and it became as- the 
bay of a dead man; and every living ſoul died in the 
ea. 

4 And the third angel poured out his vial upon the 
rivers and fountains of waters; and they became blood. 


And J heard the angel of the waters ſay, Thou art rigb- 


teous, O Lord, which art, and was, and ſhalt be; becauſe 
thou haſt judged thus. For they have ſhed the blood 
of ſaints and prophets, and thou haſt ven them blood 
to drink; for they are worthy. | 
"A: And the fifth angel poured out his vial upon the 
ſeat of the beaſt, and his kingdom was full of darkneſs, 


and they gnawed their tongues for pain; and blalphemed 8 
the God of heaven, becauſe of their pains and their ſores, 


and repented not of their deeds. 
1 


CH AP. XXI. 


6 And be ſaid to me, It is done, I am n Alphs and 
Omega, the beginning and the end: I will give to him 


that is a-thirſt of the fountain of the water of life freely. 
He that overcometh ſhall inherit all things; f and I will 
be his God, 150 he ſhall be my ſon. | 
1. 
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8 But he fearful and unbelieving, and the abominable 


and murderers, and whoremongers, and ſorcerers, and 


_ 1dolaters, and all liars, ſhall have their part in the lake 
which buns with fire and brimſtone; which is the fe, 


cond death. 
The Lord God commands me to ſay to you, Geongh 


E the Third, king of England, that immediately on my 


being revealed, in London, to the Hebrews as their 
rince, and to all nations as their Governor, your crown 
muſt be delivered up to me, that all your power and 
authority may inſtantly ceaſe. On my being revealed, 


the inviüble power of the angel of God, which guards 


me now, will then become viſible as a flame of fire; the 
very ſame that accompanied Moles and the children of 
Iſrael out of Egypt. I muſt not acknowledge any ſupe- 


rior but the Lord Chriſt, who is the Lord God: and as 


a man raiſed up, like David, by him to be a Prince, he 
commands me to allow no equal, but inſtantly to burn 
out of his kingdom the rebellious and diſobedient. Read 


the xli. chap. and verſe 25, of Iſaiah. 


Be adviſed by this, for evil is going to be let looſe; 
when it is, the king of England will no more believe the 
ſigns of God by me'than the King of Egypt would by 
Moſes ; therefore, deſire your ſervants to deliver drettly 
to you all letters and meſſages from me; for, it is for 
your contempt to me that your country 1s ordered to be 
invaded, and your power to be deſtroyed. The tall oak, 
with all its branches cut off, mentioned in one of the 
viſions of God, in the preceding part of this book, means 
yourſelf and family. 

The Lord God commands me to ſay to you, Nathaniel 
Braſſey Halhed, that as you are revil. d and conſidered, 
by your former acquaintances, as ruined and loſt, for 
ſpeaking the truth as he maniteſted it to you, for publiſh- 


ing your teſtimony of me, his ſervant, you ſhall, by the 


expiration of three months, from this day, have your 
choice of being either Governor Gene:al of India, or 
Preſident of the Board of Controul in England; that all 
men may be convinced, that he that rules in heaven is 


able to exalt or to abaſe; that he is till able, even at this 


late hour ot a wicked world, to reward the obedient to 
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1 
his bleſſed Spirit, and give the moſt eminent ph on 
earth to whomſoever he pleaſes. 1 
The Lord God commands me to inform all men, as a 
revention, in future, to their aſking unneceſſary queſ- 


tions, that all that is proper and allowable for me to 
relate, from him, is publiſhed in this book. 


The Copy of a LETTER to W William rer; Chancellor 
of the Exchequer, which the Lord God commands me now _ 


to Publ: iſh. 


IN 8 to the ſacred command of the Lord 
God, whole ſervant and prophet I am, I inform the 
chancellor of the Exchequer, that the priſoners now in 
confinement, and on trial, charged with the crime of 
High I reaſon againſt the King' s Life, are innocent. 

I am likewiſe commanded to inform you, becauſe God 
is very merciful and compaſſionate, that the ſeventh 
chapter of the prophecy of Daniel, and laſt part ofthe ſixth 
chapter in the Revelation to St. John, will be fulfilled 
before the expiration of ſeven months from this day. 
And alſo my revelation to che Hebrews, as their Prince 
and Leader, according to the twelfth chapter of the 
prophecy of Daniel; to the king and people of England, 
and the people of all nations, as their Ruler—for—and 
immediately under God, according to the twenty-ſecond 
chapter of the Second Book of Samuel ; to all nations, 
as the promiſed Signet of Peace, according to the ſecond 
chapter of Haggai; and as Flijah, to the wicked, the 
revilers, and blaſphemers againſt God, according to the 
fourth baer of Malachi. 


RICHARD BROTHERS. 
No. 57, Paddington Street, | 
gth of the month called Nov ember. 


The King, and duke of Portland, as ſecretary of ſtate, ,- 1 
were wrote to at the ſame time. 
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REVELATION, 1 1 5 


CHAP. xl. eee 


15 2 the ſeventh angel ſounded, and there were 
great voices in heaven, laying, The kingdoms of this 
world are become the kingdoms of our Lord, and of his 
Chit ; and he ſhall reigh. for ever and ever. 
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